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PROGRESS REPORT 
OF THE, 
ARCH ZOLOGICAL SURVEY OF INDIA, WESTERN CIRCLE, 
FOR THE YEAR ENDING 3IST MARCH Is10. 


PART IL 
I—OFFICE ROUTINE. 


This will be my last Progress Report, as I shall retire from the public 
aaah service from the 13th of September next. It will be 
Pe 35 years, all but 3 months, since I first joined the 
Archeological Survey under Dr, Burgess, and I am the last of that party. 
Before leaving, I must put on record my full satisfaction with the work of 
Mr, Narayan Mahidev Tatake, my head clerk, whose uniform application and 
industry have-been praiseworthy. ‘The rest of the establishment are more or 
less new hands, and it is hardly possible to say much as yet regarding their 
work more than that they are steady and diligent. They were all most useful 
to me in my excavation work in Sind, readily taking up the function of over- 
seers in charge of the gangs of coolies employed. Mr. Nariyan Waman Kittur, 
my second clerk and typist, promises well; he is rapid and accurate in his 
work, 
2. During the monsoon a te es ees work at head-quarters 
oe occupied us, . ve already, in previous reports, 
a ipesitied the nature of our varied dutics diving that 
period of the year, We are always most fully occupied and never seem able to 
do all we ah wish to for want of time. 


Il.—THE YEAR’S WORK, 


3. On the Ist of April, 1909, I was at head-quarters, Poona, on my way 

Setar ics. Albobe, through from Sind and Rajputani to the Bijapur 

— Ame district, where the remainder of last touring season 

was spent, partly at Bijapur, where I had to consult the Public Works Depart- 

ment about difficulties which had arisen regarding work in progress at the 

Ibrahim Rauza and the Asar Mahal, and partly amongst the very old temples 

at Aihole, making notes with the Public Works Department Sub-divisional 

Officer for their conservation and repair, Another visit to Bijapur was 

4, In November I was asked to conduct the Bhat party over the 

Washer! Ci old buildings of Ahmedabad and Bijapur and the 

ie caves of Elephanta, This obliged us to defer starting 

on our regular tour until late in the month, when I proceeded to the Kanheri 

Caves in company with the Collector of Thana, in order to arrange on the spot, 

with the proprietor, Mr, Chhabildis Lallubbai, for their future conservation and 
maintenance, 
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5. Returning to Bijapur, we turned our steps towards the very old town 
of Pattadakal, six miles west of Aihole, and, like that 
place, full of ancient temples of the early Chalukyan 
period, Notes were here made for the conservation and repair of the temples, 
which are mostly in ruins, | 


Pattadakal. 


6, Badami next claimed our attention for the same reason, and from there 
| | | we continued our tour into the Dharwar district in 
seen Ferg Port order to examine, with a view to conservation, old 

temples at Gadag, Haveri, Bankapur and Unkal, 

7.. In the Belgaum district we visited the temples at Belgaum itself and 

ee aeak Fale at the Gokak Falls, Between the Falls and Dhupdal 

igi > plan ' railway station are the Konnur dolmens, This 

brought us up to the Christmas holidays, and advant- 
age was taken of these to send our kit on ahead to Mirpar-Khis in Sind. 


8, Almost as soon as I had atrived at Mirpir-Khas, I was called away 
pase to Central India to go over the conservation works 
ie at Mandu with Major Blakeway, Secretary to the 

Honourable the Agent to the Governor-General in Central India, so that I did 
not get Rropeny to work on the excavation of the efiipa at Mirpir-Khas until 
the 2nd February, | 


9. Excavation work on the Buddhist sfipa at Mirpir-Khas occupied us 
sarcasKbas: until the 23rd of March, An account of this work and 
| | its results will be found in Part II of this report. 


10, Our next move was neni Muhammad Khan, near which place 
eed . stand the remains of another, but rather smaller, 
why memes oon atipa, It is situated close to the Fuleli canal and 
railway, about 6 miles to the north-west of the town. Another two miles in the 
same direction, on the top of the hill, are the remains of what Was probably 
another, where carved and decorated bricks have been found, It was too late 
in the season to attempt excavation here. It is reserved for next-season, 


11. Another place that we visited was Jherrick on the Indus, where, upon 

Sherrick. a hill three and a half miles to the south, on the 

im a Tatta road, are the remains of a Buddhist efapa, 

which was dug into some fifty-seven years ago by a Mr, Cole. Carved bricks 

oa bees are in the Museum of the Bombay Branch of the Royal Asiatic 
Society. 


12. From Jherrick I went to Karachi to ft photos of the bronze image 
varanbe. of Brahma at the Museum, which was discovered 
= hips some years ago near Mirpiir-Khis, and also to see 
whether there were any objects in the collection from Buddhist sources, 
13, On our way back to Head-quarters I visited Aba to advise upon some 
ry Ta “necessary conservation work at the Achale$vara 
| ei ae and a committee meeting of the Rajputana 
Museum, at Ajmer, took me there for a day or two. 
__ 14, On the 28th April I met the Director-General’ of Archmology in 
Bombay, who was on his way to Europe on leave, 





Superintendent’s Diary. 
1909, 
April 4th to 9th . Visited Bijapur. 
10th to 14th . On the way to Aihole. 
Aes to aoe » Halt at Aikole. 
26th to 28th , Returned to Head-quarters, Poona, 
aie: iy July , At Head-quartera, # 
July ‘18th to 19th. Visit to Bijapur. > $ 
sic a Noy- At Head-quarters, 
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November 10th to 13th . Visit to Ahmedabad to attend upon the Vicaregal 
14th to 16th . At Head-quarters. iy “bi 
17th to 18th . Visit to Elephanta Caves to attend upon the Viceregal party. 
19th to 22nd. Visit to Bijapur for the same purpose. 
25rd wee At the Kanher! Caves with the Collector and proprietor. 
25th .«» Returned to Bijapur. 
26th to lst Halt at Bijapur. 
December. 

December 2nd wa. Proceeded to Badimi en ‘route to Pattadakal. 
5th to 9th ... Halt at Pattadakal, 
10th to llth, At Badami. 
12th , At Gadag. 
18th to 16th , Halt at Haveri. 
17th to 18th . Halt at BankApur. 
20th ,. Visited Unkel near Hobh. 
2 lat ane At Belgaum 
22nd to 23rd. At Gokaik Falls. 
24th to 2nd Christmas Holiflays. 


January. 
Janusry 3rd to 13th,,, Halt at Head-quarters to give time for kit to reach Sind. 
15th , Inspected the work carried out at the Jami Masjid, Broach. 


16th to 18th . Halt at Ahmedabad. 
20th ... Arrived at Mirpir-Khas, Sind. 


23rd .. Left Mirpir-K has for Mandu in Central India. 
96th to 30th . Halt at Mando. 

Februsry 2nd .. Returned to Mirpiir-Khas. 
rd to 92nd Halt at Mirpiir-Kbas, 

March 28rd _;,. Proceeded to Hyderabad. 


«24th to ©sth . Halt at Hyderabad, 

* 99th ... Proceeded to Tando Muhammad Khan. 
seed to Ist Halt at Tando Muhammad Khan. 

ril, 
April ond to Srd ,.. Tando Muhammad Khan to Jherrick. 

4th to 10th... Halt at Jherrick. 
lith to 12th . Went in to Karachi. 
15th . Started for Abii Read, 
17th to 20th. At Mount Aba. 
22nd to 25rd, At Ajmer. 
24th to apt Return to Head-quarters, Poona. 


28th .. Proceeded to Bombay to meet the Director-General. 
June 7th .. Visited Worli Fort near Bombay to advise on its retention as a 
listed monument, 
13th ... Attended a meeting at Bombay of the Trustees of the Prince of 
Wales Museum. 


Norz—I have entered my diary of thee ap to June since I shall be retiring In 
September and this is my last Progress Report. 


Assistant Superintendent's Diary. 


1909. 


April Ist to 14th .. 2 oeneed in excavation work at Mandor. 
16th “se esched’ Sumter 
17th to 29th. Halt at Jung 
2nd to Nov- At Head-quartars, 
ember 2nd. 
November 3rd .. veft Poona for Nim-ké-thaind. 
Sth to 10th. .. Halt at Nim-k4-thina, 
12th . Reached Bairat. 
13th to 22nd . Halt at Bairdt. 
23rd ws. Proceeded to to Bhabra. 
#4th to 26th , At Bhébri. 


28th ew Arrived at Amer, 
, 29th to a. 
December 5th +» Halt at Amer. 


7th to 14th... At Jaipur. 

léth to 2lst . Halt at Sanganer. 
22nd -» Reached Chatsi. 
25th to Ae ge Christmas holidays. 


uary 


1910, 

9th a» Arrived at Ringns. 

1]th to 18th... Halt at Khata, 

1th ... Proceeded to Rewasa. 

15th to 17th . At Rewésa. 

18th .» Visited Jin-miti. 

29nd one Reached Sikar. 

cith to Feb- | 

ruary $rd... Halt at Haras. . 

February 7th os. Arrived at Raghundthgadhb. 

8th to 12th... At Raghunathgadh. 

14th ow Reached Sakrai. 

18th ..» Proceeded to Khandela. i, 

20th to 25th . Halt at Khandela. t 

eoth er Went to Ajmer, . 
March Sth «+ Broke op Camp and armed at Phalodi. 


15th w+ Left for Pandukha. 
16th to 19th . At Pandukha. 

20th .»» Proceeded to Medta, 
Zist to 27th . Halt at Medta, 

29th to 3lst . At Kekind. 


15. I have already stated in last year’s report that excavation work, 
Phalp started at Mandor by the Director-General of Archmo- 
sini logy, lasted till about the middle of April 1909 and 
that I was there to help him.® When the work was brought to a close, I 
immediately proceeded to Junagadh to prepaye estam- 
pages of the Aguka inscription in accordance with the 
instruction of the Bombay Government, General Department. This brought 
our touring season of 1908-1909 to an end. 


Junagadh. 


ae 
16. We had also been asked to pre reamaiy. Fe of the Agoka inserip- 
aes tion at Bairat the Jaipur State. Our next touring 
a ie cas season consequently commenced with a visit to Nim- 
ka-thina, from where we were advised to go to Bairat. From Nim-ka-thana 
I visited Mavnda and Ganesar, At Ganesar no object of antiquariat. interest 
was found, and at Mavnda there was nothing to be seen beyond two Cahatris. 


17, Aftera rongh journey, we reached Bairit on the 12th of November 

| 1909. Besides the actual work for which we had 
peat come here, we were engaged also upon visiting and 
photographing the ruins at and near Bairat, an account of which will be found 


in-the descriptive portion of the report, From Bairat I proceeded to Bhabra, 
| about twelve miles 8.8. W. of it, One of the inscrip- 
ee ee tions of Agoka has been called the Bhabra Edict. 
Bhabra here is no doubt a mistake for Bhabri, I made a very careful search 
at this place but did not find antiquarian remains of any sort. [ am, therefore, 
convineed that Cunningham is right in calling it a Bairat edict aud supposing 
that it was originally on the Bijak-pahad there. 


18. From Bhabri I went to Amer, This was a much better road to go 

to Bairat than the one running from Nim-ka-thina 

Amer. cere Bi had ats ae to take. compas good 

road to go there, I was told by the people, was the one passing by (hazi-ka- 
3 thina to Alwar, From Amer I proceeded to Jaipur, 

ested Here places of antiquarian interest such as Galta, 
Gehtor, etc., were visited. [also in pocaat some old sculptures stored in the 
_ Museum and the Resident's garden, I was also able to consult some antiqua- 
rians here and prepare a list of antiquarian remains for the Jaipur State, the 
list that we were supplied with being in every way inaccurate and incomplete, 
I left Jaipur for Sanganer, where Singhi’s temple was photographed. Phere 





® The following notes on his diary gre by Mr. D. R. Bhinddrkar. 





5. 


are other objects at Sanganer of local interest, such as Dadipanthi temple and 
the image of Sanga Baba and so forth, but beyond cursorily glancing over these 
we did not work, We then proceeded to Chitsi, which was unfortunately 
Ee plague-stricken when we were there, Still we 
‘* received as much help as it was possible for the local 

authorities to give. 


19, Soon after the arene holidays I pest to the hte part of 
| ee | the Jaipur territory and explored the Sekhavati pro- 
Khatu, Rewasa Jin-mate, = ice, Khati had once Sais famous for the ceciagte 

Syamji, but, beyond a few seulptures stuck in the walls of a Maajid here, no 
tr > of it now remains, At Rewasa similarly there were found two modern 
ter cles wherein materials from ancient fanes had been used, One Chhafré built 

y a Vanjara and lying outside the Mee. close beside a well is particularly 
‘teresting. The pillars certainly originally belonged to some tenth century 

uple. Probably they were brought from Jin-mata, which is only six miles 
stant from it, This last temple is doubtless of this period, but no pillars of 
the size of these Rewasa Chhatri were found here. Here some inscriptions 
were found which are important for the history of the imperial Chahamana 
dynasty. 

20, From Rewiasi I proceeded to Sikar on my way to Haras, Haras ia 
heey ~_.§ miles from Sikar ; and on a lofty hill near this village 
ae are no less than three. temples. One of these only is 

ancient, that which is locally known as the temple o Mahadeva, The remain- 

ing two are partially -built of the materials of this ruined temple, 


21. At Raghunathgadh one ancient tertiple was discovered. From here 
) Lohagal, one of the most sacred places in Sekhavati, 


“— pins _ was visited, From Raghunathgadh I proceeded to 
Sakrai, which is another place of sanctity in this pro- 


vince. Here I found two old inscriptions and one ancient temple. 
23, Khandelé was the next place we went to, I had heard a great deal 
| about it while touring in Sekhavati and alsu while I 
es ‘was at Jaipur, But I was somewhat nt Bae 
Because beyond a few old sculptures here and there scattered or stuck up into 
the walls of wells, no ancient building of any kind was found, This hae 
ment was, however, lessened when I visited a 12th century temple of Saladdipura 
four miles distant, | 
93, This brought my touring in the Jaipur State to a close, and I broke 
up my camp in order to go to the Jodhpur State. In the meanwhile I seized 
| | “an opportunity to visit Ajmer to see whether any new 
— inscription stones had been brought in the Museum, 
Till the beginning of March when I was there, there were only three new inscrip- 
tions. Two of these were found at Pushkar and the third ‘at some place in the 
Bharatpur State, 
24. My tour in the Jodhpur State began with Phalodi in the Medta 
Bs el He District. Here we were engaged in photographing 
Pa two old temples and copying inscriptions therein, 
From here the adjoining villages of Rol and Jhalavadi were visited. From 
es Phalodi I proceeded to Pandukha, where ‘impressions 
Sl ahiperrac of an inscription in an old well were taken, We next 
went to Medta. This was no doubt like Khandela, an old place, but no old 
structure now éxists beyond a few sculptures here andthere. Medta, however, 
abounds with Mahomedan buildings, From Medta we proceeded to Kekind. 


25. Here wére found an oli Hinda temple. of the 10th century and 
Kekind. Jaina temple of about the 15th century. The Hindu 
ile, temple is particularly interesting. -It is no doubt now 
dedicated to Nilakantha-Mahadéva, but appears originally to have been one of 
some goddess, most probably Krishyakroda mitt 
mn 640—2 | 
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Photographs taken during 1909-1910. 


Locality. 
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Title of Photograph. 


























Negative of painting of Col. Tod and his Papdit | 
»-| [brahim Rauza, | , south end of mosque aes 
; Do, pari view of tomb 

= Do, do. perforated window in west ad 
of north verandah mel 

one Do, do, interior of tomb chamber PT 
«| The Dakkani Jdgah oe =“ 
| Asir Mahal, painting on wall, nearest window on 
north wall see = 

dae Do, do, on east side in north wall th 
sas Do, do. on west side of door in north 
wall one one 

eins Do, do, on west end of north wall 

eae Do. do, on west end of south wall wee 
ons Do, do. oneast face of recesa in south 

wall one ae 

-»-| Museum, blue and white jar one oe 
aes Do. do. other sida ee aes 
“ Do. a second blne and white jar = ass us 
aoe persian inscribed stone TT Te 
one Jod Gumbax from north-east win ame 
hes Do. Baobab tree near the one 
..-| Broken vanlt at east end of Taj ee facade en 
oon Kishwar Ehian's unfinished tomb TL) one 
one Atklla walls, south-west bastion one one 
or Do, south-east bastion at entrance ae! 
one Do. south-west entrance gate-way exe 
one Ogee archway of the old mint one bee 
eas Bokhari masjid ae one Ptr 
.»-| Ali Adil Shah's tomb, south-east corner ie 
«| Karim-ad-din’s mosque in the Arkill& — «+. a 
Ks Do. do. the principal midrab aa 
ed Do. do. pillars in the mosque éeal 


-| The Rangi masid (216 “ 
re Coiling of wailing flosking up) of building in front 


of last aon oon we 

eo! Pillar and ndentives 3 in mosque No. 213 ' eas 
ow! dala uaadir is front of Sat Manjli from north-west ,,.| 
«| ‘Temple of Sere from south-west se 
- from north-east one 
os Do, do pillars of hall TT fen 
- shrine doorway... te 
oie Tomples of Malikarjona and Kasividvanatha ue 
one Do. south side 

| Do. i wall panels on 

south side .. 
«| Da do. Lakulisa panel on south 
side, west end es 

«| Do. do. pillars i in the great hall . | 
mee Do. do, a ri and es 
«-| Do, do. reegene ” woulpbare on 


front of sskhara vas 
| Temple of Kafiviévanitha, front door and villas 


within 
oe Do. Viripakehs, north side of porch and hall . 
Pri Do. do. north sida of shrine and 


asikhara une 
Do. do, roof mouldings and gargoy! 
on north mde 
Do, do. oe panel 
Do 
Do: 


do. two nase and i 
sculpture on north wall 
of Galogandtha from south-east 7 





Fise of 
















Locality, Title of Photograph. | | Negative. 
Pattadakal —...| hoa of Viriipiksha, sem sauce and Galage 
| Th paAt oon 64 x 4} 
Do. tes Tesi of Papandtha from south-oasb ses soe) | & 
Do. os north-west corner Pr) 
Do, : De ie north side, east end etl | A 
Da. =e Do, do. hitdara trom south-east Ses " 
Do, a Do, do. front oT east porch eee rf 
Do. Do, do. two front pillars of front porch...) 
Do, Do, = sculptured beam in hall Aa de 
Do. aba Do. interior of PAS Ler : hall eas! 7 
Do, «+:| Temple of Kadasldhesvare eon cd 
Do. PT Do. do, shrine and door- “WAY wae) r 
Do. o+| JOIDS temple at Mission, outside village on west, from| 
eonth-east...)] » 
Do, eee Do. do. fran 
south-west PT. rT 
Do. oe Do. do. shrine door eee} m 
Do. rn Do. do, from) 
elephant beside] 
hall door .+.| | 
Do, .-.| Temple of Mallikarjuna, postpare on pillars in hall $,| 34% 9} 
Do, a Do, do, Lop 
Do. aes] Do. do, i 1 
Do. sae Do, do, do. | RP 
Do, eee Do, do, do, . " 
Do, 4 Do. do. do. une 
Do. one Do, do. do, al rE 
Do, one Do. do. do. eee rT] 
Do. os Do. do. do, 111 OS 
Do, Do, do. do. rh] HN 
Do, iis Do. do. do, ne i" 
Do, aes Do, do, do, etl Hu 
Do, ‘  - Do. do. do, oon pe 
Do, oon Do, a do, PTT uy 
Do. aie Do. do, fae 64 h 4 +P 
Badimi ..:| Temple on north side of teak, sculpture on roof al fe 
Do. | Lakultéa 1 in tem le behind Bhiitanitha PTT) o4 x 3} 
Do. Images on rock b hind Bhitanitha ose " 
Do. Seated 1 i in cavern aon onal FP 
Haveri -»+| Temple of Siddhedvara, from the south-west oor| OF * 4G 
Do. “eel “Do. do. south side of shrine and hall,..| 
Do. ae) Do, do, south side of shrine only ool | 
Do. nel Do. do. south side of shrine, panels fon td 
Do. ane Do, do. south side of shrine, panels at 
weat end oan ce | 
Do. «>| Do. do, image on front of fikkara wl ip 
Do. sel Do, do, pillars in open hall ts 
Do. | Do. do. part of lotua oeiling in south 
| side of hall oon one! rl 
Do, en va Si conet of five ead. Parvati PLL " 
Do, «| Do. 10. seated image ho prior nee) 
Do. wd Do. do, pair of Naga firaren witht with 
jnteckotued rT 
Do, one Do do. MahishSsnrmardint i Imar » 
Do. est | Do. do. image of Siirya without ts 
Do. se] Doe do, image of Narasithha mea ES Ee 
Do. see Do do. three i ingeription slabs in front 
of temple aoe ” 
Do. | Do, do. | one inscription slab in front ... Fe 
Do. «| Do. do. Saplamatré slab built in well...| —_,, 
Bankapur «| Temple in fort, from south-west om er 
Deo. = Do. porch on. south sida of closed hall one ” 
Do. ees Do. door-way in south pore Ea 
Do, Pre Do. do. “moulding ot jamb... nn 
Do, . Do. do, pillaraim hall sy at ee 





3414 


o415 
$416 


d417 | 


$418 


3419 


$490 | 


e421 | 


9499 | 


3425 


2428 | 
8429 


3430 | 


S43] 
3432 


3433 | 


2434 
$495 


3487 
3438 


3840 | 









: Title of Photograph, homies ’ 
.»+| Temple in between two eonth side ,.. 1a 
aan . Do. here do, sel i north side .. " 
o Do. onder side of cornico =...» st ie 
” Do. quarter of ceiling in closed hall — ...) 
one Do. single lotus ceiling in closed hall...) 
ie Do. sends in closed hall see oO eT 
a Do, _ Se ea lying outside al ie 
«| Doorway of Panch M Gppa Barddi = as a Wa ie 
+») [wo knotted snakes from do. oe] OF 0 8} 
«+:| Square knotted snake ceiling from Bavads eel as 
«+:| Temple of Chandramaulidvara from south-east | 64x42 
* ‘Do, do, portion of parapet wall 
at south-east corner...) ,. 
“ Do. do. portion of walls south 
side, west end n 
oe Do. do, perforated panel ou 
south side of west) 
door-wa Ne 
«| Jaina temple in fort, close to Commissariat yard, 

, east side of mandapa...)  ,, 
+. Do. do. east side of shrine «.| ,, 
¥ Do, do. west side of ant 

chamber door-way .. — | 
- Do. do, east side of ante-| 
| chamber door-way ...| 4 
= Do. do, on north-east of last) | 
frout.of temple facing! 
ian Jaina temple, portion of fagade ane ees] " 
-»| Brahmanical temple in fort, general view a) ow 
one Do. do. eculpture above ante- 
chamber door soot aa 
nas Do, do, pillar in hall baal 
s«| Image of Sirys at big temple on south side of Falls ...| _,, 
a Big temple on south side of Falls, from S.-W. ‘i 
+-| Image of Tremirts from small temple on north of Falls. 
re sie. of ceiling from do. do. ae ee 
-».| Dolman from Konnor group +; ae 
«| Buddhist sf#pa, general view from south side at be 
one ginning of excavation fs 
ss. Do. general view from north-east (in two 
_.. ..y negatives) ve ta 
« Do. general view from north-east afte 
| excavation (one negative) after 
| removalofimage  ... *h ie 
tee Do, general view from north-west a. Ss 
eee Do, general view from porth- east atter | 
excavation before removal of i inane z 
- Do, basement mouldings at north-e 
Do. eal +3 eh el larger yi a 
ee. LO. View showin: a ane 
oa Do, Baddbe i image, aoe on east} 
f Do, do. aa Biche, on north} F" 
Bi sda 1S 
ns Do, do. middle niche, on north 
| side .. | r 
one Do, do. bee’ niche on north 
- Do, _ do. fois being cleaned . aS 
wee Do. do, south wall partly ex-| 
teas: ; cavated 
Do, do, north end of west 
“yee wall ... om | ¢ 







































ee oe ee 
aa Locality. Tile of Photegraph. | Ben : : 
3442 | Mirpur-Khis «4. Buddhist sf#pa, three shrines in west wall from 
| south-west ” 64x4} 
3443 Lio ene! Do. middle and south shrines showing! 
| | fragment of arch ...| 4 
3144 Do os | Do. do. do, - 
3445 Do. | Do. small Buddha image on ee wall | 
3446 — Deo one! Do. votive tablet in unburnt clay with 
Baddha in witness attitude “ Pe 
3447 Deo oh Do, votive tablet in aubarnt clay with 
| Buddha in teaching at ttitmde fs 
3445 Do n+ | Do. votive tablet ia unburnt clay with 
acd pis a) Gee 
$449 Do. = Do, votive tablets in anburnt clay, 
, small size ie = = 
9450 Do Do. the relics magnified | 
$451 Do. Do. relics, reliquary and eecompanis 
| ments .| - 
$452 Do avi Do. head of image in south niche on 
| east wall een " 
9453 | Do. Do. image found in the middle shrine ser) ay 
9454 Do ‘ | Do, 3 images al a 
3455 Do. "| Do. 6 terra-coltta bricks vs - 
$456 | Do. Do, relic chamber and coffer ere] gp 
9457 | Tando At ghee] Stipa 6 cailea to north, from north-east ... Sool ft Fan 
mia‘l Khan, 
8458 To. eee Do. do. south-east ane ote *r 
9459 Do. ofl Do. do south-west ... al 
3460 Do. | Remains of afape on hill two miles north-west of last al’) Tas 
$451 Do, Pre Do. do. dd. do. os 3, 
bricks from same. ? 
$462 | Jherrick oe Tomb 4 miles south of town ous aee| 
9458 Do. 5 Group of ruined tombs at same placa one peal | oe 
S464 Do. | Tombatone at same place, in tiers oe ia * 
S165 Lo. Do. single upright stone «s oul on 
$455 Do. ‘| Door of toml (No. 3162) = eon cae 
34607 Do. | Tomb No. 3462 aud mosque in front and gtaveyaTd | » 
9468 | Karachi _ | Image of Brahma in Museum (found near Mirptr- -Khas), 
, fu ill front one ” 
9479 Do. aa Do. do. left sida ses} op 
470 Do. pai Do. do. right sida ve) =» 
5471 Do. = Do, do. the back on oF 
9472 Do. Do. do. head + Be 
8479 | Do. | Marble door jamb in Museam (from ee Parkar) | oo» 
9474 | Mavnda vel Two chhatris ++ ool om 
2475 | Bait ee a of Parsvanatha, ceiling from ave vee| Sh GE 
478 | Do. | General view of Bhimsen-ri-dengrl ies ‘onl oe 
3477 Do, an | Agolka’s inseription rock om ane 64 x4] 
$178 | Do. | (ld brick temple to north-east of Bhimsen-ki-dangrl ...) — » 
2479 Do. | Bijak 3 rents general viow of trench ane ane 54x 64 
3480 | Do. : general view of platform and square 
| ) chamber oe > ie 
2481 | Do. Do. tal, view of fop-like Ler se) 64% 44 
2452 | Amer | toate of of Lalsih, view from north-east we] 84%6 
3483 | Do. v doorway outside _ vee) 6449 
$484 | Do. another doorway outside sacl) Ge 
3455 | Do. sa Do. image of. Karlikeya in 4 niche 
24 ontside vee) 44x 3h 
3486 | Mo. Temple of J Fagatarereal) neral view f romenst «=| 84% 64 
S487 Do. vl pavilion Tt i 
3458) Ih. aval De, two pillars from wos] Ob x 49 
3480 | Do, pil Do, image of Sitaladevi iki es 
3490 | Do. General riew of CkAatris of the royal family evel ot 
3191 | De. vs Palace, view of the entrance = oe) Sh. 64 
yaa2 Do. interior of Diwan-i-Khds oes wae! rT) 
9493 | Sangauer w+ Singhji’s temple, central shrine se ee 
Do. ane Do. doorway from oon ane 64 x t i 
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hint 
Title of Photograph. evant 

























++| CAkatrs near the temple of Bamanji aes on) 6 49 
ane 0 arabe shrine TT oon mame 4} x ot 
eve) LT of Ans i ti one oe one n 
aon Temple-of og aoe oe oon fen 64 x42 
one To, dai na pillar Pr) oe noe 84 4 53 
«| Back view of masjid with odd sculptures ,,, oo 64% 4] 
ben) Sculptured stone in maay id TT PL eee 4 xo} 
oon ChAatri of Vanjaris near U li-kuvis oon son 64 x +7 
-»+| Two old pillars in the temple of Kalyanji ood og 
«| General view of Hira chdafri from north-west «-.| #4 X35} 
e| Temple of AMfdfa, pillars of sabAd-mandapa from south- 
west ...| 84x64 
ene Do, do. do, from south 
Cast ... a 
“ Do. do. do. back view 
| from north-east...) 64 x 4: 
«>| General view of ruins from north bee ono] 84% 64 
se Do. and sculptures from north-east ...) ,, 
cine Do, from south-east 32 | 64% 43 
-»+| Temple of Mahadeva, shrine door bas or) ey, 
aos Do, Interior | aoe oe 8k b 4 6h 
oe Do, outside porch oo8 ane Tr 
a8 Do. eral view from south-east aoe tr 
-| Temple of Bhairava, two pillara near the entrance ...| 
it Do. chamber now used as cooking 
FOOM ses TT ane F 
+) Temple of Sivji, south wall, Siiryaand othersculptures| 
ona Do, fathoming of finga oon ene is 
Do, two colossal images resting on north| 
| wall oe, — «s.| 84X64 
.».| Colossal images stacked together behind same temple.,| __,, 
.. | Lower half of a colossal image ots ++] 64 x43 
ant Image of Revanta Prey aoe a a? 
il Image of Siva and Parvati ane oon aF 
rO. one Kirti-mukha ee ioe 2% 4} xo 
Raghunathgadh...| Temple of Mahadeva = — o| OKA 
Do. ..| Image of Mahishisoramardini — aa ooo] G4 49 
i ...| Pillar in the temple of Sakambhari i rer 
w:| Sravgi’s temple en ‘ee ve| 8 xO} 
«+ Temple of Rhaodeivaln sabhd-mandapa ... re ne 
oe Sonagra bardi. on one ane rT 
-».| Sculptures in Ulavala fwed ... fe ve) G4 48 
es} Munji's temple, image ae ‘ne | 4431 
e, Do image of Seshasay! a oe Pee 
...| Image of Maté near Narsingji’s temple ... pee ee 
..| Sculpture from Pancho-ki-thai | aan aol) ees 
..| Sculpture from temple of KisandevjI _ a - 
...| Lemple of Sobbalde, view from south | 8h x 64 
ae Do view from north ,.. ---| 64 49 
=] Do, view of gikhara 4, «| SEX 64 
.»| Temple of Jwalamukhi, back view aL Sy er 
.»:| Lemple of Brahmagi, western wall esa ae 
ae Do, image of Varaha in southern wall.) 44 3] 
Se Do, image of Narasirbhs in northern 
wall foe one 
..| Loraga ta front of same, view from north-west am 8} x G4 
“i Do. view from east ... a4 ES 
.».| Loose sculptures in walled enclosure of same temple .... 64x44 
eee! Temple of Pirsvanitha, reneral view ee ane 8h x 64 
oa Do. sculpture of Nandisrara-deipa | 64x 4} 
fe Do. | sculpture of Samavesarana yl yy 
...| Lakshmt’s temple, two pillars in the outhouse ee SLX 64 
tes 40, loose scalptures from .., exe] 64 x44 
roo Do. image of Narasimha — ,.. «el 4431 
++) 4i7tkamé with inscription on ca may 





lL 



















Locality. Title of Photograph. hare si 
a, 
Kekind w«| Temple of Nilakantha Mahadeva, general view from 
south-east 84x04 
Do. Do. do. view from  north- 
| west a 
Do. : Do. do. northern shrinewall.) ,, 
Do. Do. do. western frieze, por- 
tion of sabda-mon- 
dape e--| on 
- Do. ; Do. do. northern frieze, por- 
tion of sabAd-man- 
dapa “| 
Do. _ Do. do. two pillars from # 
bha-mandapa wa) 6X49 
Do. Do. do, image of Yasoda and 
Krishna in sabAd- 
| manda po ee 
Dao. «s+| Temple of Parévandtha, general view from north-east | 54x64 
| Do. ons lo. ceiling of sabhd-mandapa = «|» 
Bhaval vss) Temple of DMfaté, front view -.- ase om 
Do, ” Do. image of Mahishésuramardini a| 64X47 
Do, | Composite figure in back niche a one) 44% 94 
Bitan ..| Tirthamis on Badal faldv ane | 64x44 
Khavaspuri +. Temple of Mahddeva, front view ae Ae 
Chokdi ven, Image of Bbiitesvara Mahadeva — | 44x94 
Do. ...| Image of Parvatl au - weal | gi 
Khao th ane Old well, Sei view oe oe one 8L x 64 
Bhondainad ...| Temple of Mahadeva, gener 1 view from south-west ..-| 
Do. ay Do. north shrine wall ... sae < 
Do. vy Image of Buddha in back niche of same we) Oh x4] 





inscriptions, copied during 1909-1910, 


Position of Inscription. 







|e ies Sa Eo te 

On aE of fat rock behind Bhitanitha temple near the large 
kanda. 

..| Bhitanadtha temple, on pillar in mandapa. 


; ; on shrine wall, outside. 
Over the image of Vishnu on rock behind Bhiesse temple. 


| Below the image of, Vishou do. Ou. 
.| Over the image of Siva do. do. 
_| Below the image of Brahma do. do. 
_..| Over the image of Mahishasuramardini do, 
| Below Jaina images 10 in number do. do. 
‘| Over the image of Narasimha do. do, 
.| Temple of Papanatha, one lot of 34 impressions (names of images 
in niches on walls, outside). 
Do, inside, on north wall (one lot of 2 
impressions). 
Do. one lot of 12 impressions of insoriptions 


in the east porch. 
‘ Do. on north wall, outside, of Ind mandapa. 
..| Temple of Mallikarjana, one on pillar and one near the image 
of Narasimba on pillar, } : 
| Temple of Parévanatha, on the south side wall of. 
| Temple of Strya, 00 pillar. 1 
..| In the ruined temple of Raghunathyi ou Goleray felae. 
| Ona pillar in temple of Jin- Mata. 
2nd pillar do. 
3rd pillar dG, 
4th pillar do, 

Do, ®nd side, do. 


? 
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Komber | Fiace. | Position of Inseription. 


2514 | Harasnath ---| Slab lying in temple of Maliadeva, we 
Do +++, On left side pillar (at its bottom), near the shrine door on do, 























2916 | Raghnvatheadh ,| (in a firihamba | 

2517 | Sakrat ea] In the corridor of the front entrance of the temple of Sakambhar. 
1 Do +«.| On the north wall ef the shrine of the same temple, 

2519 | Ajmer .«.| In the Rajputana Moseum, 

: Ue Lho, hen Do. 

2621 | Do. oni Lo. | 

2622 | Phalodl -++| In the temple of Brahmant Maéa. 

2023 | Pandukha ---| Stone lying near well 

2024 | Media + On a jamb near Sojatiya Gate. 

eda Dhe'sra Pris On fl firthamé nee well, 

e620 | le kiod s+-| In the temple of Parsvanatha. 

2627 | D ess On loft side pillar of porch of the temple of Nilakagtha-Mahadeva. 

2528 | Dao, «| On another lefteside pillar of porch of the same temple. 

2529 | Do. «+-| On right-side pillar of porch of the aarae temple, , 

2530 | Do. -»:| On right-side pillar of arch in same tetiple. 

2531 | Do. « | Oa left do, do. do, 

2532 | Bankapor i Persian inscription over mihrad in the masjid in fort, 








| Place, | Title of Drawing, 





| a a — ee PAST 
1345 | Brahms y a b a ¢) Coloured drawing of glass bowl excavated at, 





(Sinil), iba 
1346 | Brain : 9 & bad) Coloured drawing of pottery excavated at. 
| (Sind). | 
St7 | Badaini .| Plan of Bhiitandt'n temple. 


Pattadatal] e Pinn of Mallikavjuna téeniple, 
1349 | Bankipur «| Ceiling slab and cornice from the Arvatto-khambad dass templo 


| in the fort. 
1350 | Mirpir-Khas ,..! Plan of Buddhist aipa and section of wall of. 


135] Do, .» | Elevation of Buddhist #'tpa north wall and detnila. 

1353 | Dao, ss.) Elevation of central 1 ithe on north wall of Buddhist atiipa and 
plan of an excavation. 

1353 |’. Do, -+| Plan of all wounds aronnd the Buddhist sfiipa. 

(1954 Do, ---| Map of Rajputana, | 








Ill—CONSERVATION: BOMBAY. 
26. The following is a statement of conservation works carried out in 
yizE s eaiicd ext. the Bombay Presidency during the financial year 

p ae _ , 1909-1910. Tt is compiled from the lists received from 
the Divisional Superintendiag Engineers and the Examiner, Public Works 

Accounts, Bombay, | 


Northern Division. 


Presidency — Ke. a. p, 

Bombay, maintenance of and repairs to the caves and piers, Elephanta.., 2 Oo7 1 4 

Do. special repairs to the Custodian’s quarters We fee ae 1 aD 0 

Do. ordinary repairs to do. do, ook 7411 #0 

Do, xpecial repairs to the Assistant Custodian’s do. do, we St 4 0 

Do. ordinary repairsto 8 =—s do do. -» 11‘O 96 
Do, do, repairs to police ¢huséi and watchman’s quarters, 

_ Klephanta eee : ere “ 10.0 0 

$0 T special repairg to by Elephanta. ,., A hy 248 97 10 

o —_ re-orecting the raili & '0 the landing pier, Blephanta os 2108 4 | 
Do. *demarcating Government land attached to'the eaves, Elephanta, * Ms rT) “ 


Do, preparation for the visit of the Viceregal party to tha Car 
Blephanta 5 nig i wah’ 14415 8 
Carried over —... o,12? 17 10 


= © Omiitad tn the Superintonding Enginacra ia. 
t Omitted in the Examincr’s Ist. 
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Rs. @ fp. 
Brought over ... 5,121 11 10 


Kaira and Panch Mahals District— 


Champaner, maintaining watchman for the Jami masjid aes . 108 0.0 
Do. special repairs to the Kevda magia one ve. OL. E OM 
Do. special repairs to Jami masjid i we 2,708 0 0 
Do. special repairs to old walls surrounding the village wv 148 0 9 
Kapadvenj—Building & parapet and railing round the kunda one oon 825 5 6 
Broach District— 
Broach, special repairs to the Jami maayid wh ow 1,968 13 0 
Do. erecting memorial tablets on the building of historical interest «+. 2 6 0 
Ahmedabad District— 
Ahmedabad, repairs to Dada (Bai) Harir’s well ava ie 19 6 1 
Do, restoring a portion of parapet wall over the Bhadar En- 
trance gate ine , one one one 79 15 SI 
Do. dismantling and rebuilding the south wall of the dar 
building, Sarkhej aes one oon oon 1,775 i) 4 
Do. repairs to the weet wing of the old ruined palace, Sarkhej... 1,699 9 10 
Do. repairs to the Malik-Isan-ul-Malk’s mosque us owe 1017 0 5 
Do. repairs to Sayyid Usmin’s mosque ‘ies wo» 1199 10 6 
Do, current repairs to Archwological buildings  ... ow 99410 3 
Do. maintaining watchman for Archwological buildings we «Cll 0 
Central Division, 
Poona District— | 
Karli, maimtenance of and repairs to Caves TT PTT oon 550 0 g 
* Koregion, repairs to the monument eon ne aan 53 11 10 
Nasik District— 
Nagik, maintenance of and repairs to the Pagda Zené Cavea we 141 0 0 
West Khandesh District— 
Balsina, pay of the caretaker for the temples ... 1 « ill 2 
Southern Division, 
Bijapar District lesa | 
Bijdpur, conveying inscription stones from Nalatvad to Museum ou. 49 0 0 
Do. providing lamp stands for certain old buildings =... ws 1386 0 0 
Do. providing railing round the Sikandar Adil Shah's tomb « 800 0 0 
Do. providing sundries to the Archwological buildings .., >. 50 0 0 
Do. special repairs to Jalmandir ant eee «o- 1,578 0 0 
Do. special repairs to the roof of the Asir Mahal ots ase 2,648 0 0 
Do, demolishing and rebuilding the roof of the Mazzantine gallery 
of the [brahim peg Se ye vw. 2000 0 0 
Do, experimenting with a method of — reserving the remaining . 
cornices of the mosque of the Ibrahim Bane se o 215 0 0 
Do renewing the great curtain in front of the miArad of the Jami 
maaptd ony =. ens dus awe 118-0 0 
¢Do, current repairs to the Nagarééind (Museum) see «| 0 EO 
*Do, constructing Trophy eer 2 se one abe 50 1l 3 
Da, current repairs to Archmological buildings ion one 998 a | 7 
+ Do. pay of caretaker of the Museam on one obe 120 0 if] 
Badami, pay of the caretaker for the caves oon ane a8 fa 0 0 
Dharwar District— pa) | 
Gadag, repairs to the temple of Sarasvati ete » 983 0 0 
Do. repairs to the temple of Somes’vara one een 77 79 10 0 
veri, Repairs to the temple of Siddheévara one one $5 4 6 
Lakkundi, repairs to the temple of Kasivisvesvara 1 a a 28 
Do. repairs to the temple of Namefvara ose « 50 8 2 
Unkal, repairs to the Four-porched temple i “te coe 200 
Chay de Hpur, repairs to the temple of Muktesvara 18 oon 19 14 O 





Carried Over ses 29.290 13 





5 640—4 


1b 


Rs, a. p- 
Brought over ... 29,290 13 9 
Satara District 
* Satari, rebuilding a fallen retaining wall on Fine Hill Aiea Road, | 
Satara ow 600 6 9 
Do. repairs to the Hill Fort Road, Satara .,. a ww. 293 1 *8 
Ratndgiri District— ‘ 
Harnai, special repairs to the Suvarnadurg Fort - 8465 6 § 
Malvay, removing vegetation from the walls of the Sindhudurg Fort ase 64 5 0 
Vijaydurg, special repairs to the Fort wall i one ss 3815 6 
Tb! ol, repairs bo the mosque ace ane oe oo $ 9 0 
Kolaba Districet— | 
Reyadanda, conserving the ruins in the old Portuguese Fort -» &f4 3 3 
Do, — repairing a large hole in the Fort wall a -. L270 7 8 
Karwar District— 
* Bhatkal, repaira to tomb slabs = tae aay 22 9 
Indus Left Bank Division. 
Hyderabad District— 
Ruka, repairs to the Buddhist afiipe se vas 2) 0 0 
Hyderabad, repairs to the tomb of Ghulam Shah Kalhora "h 0 O 
Do. pay of the caretaker for the tomb of Ghulam Shah Kalhora . 42 0 0 
Do, _ repairs to the tomb of Ghulam Nabi Kalhora ... . 20 0 0 
pay of the caretaker for the tomb of Ghulam Nabi Kalhora . 423 0 O. 
Do. Ordinary repairs to monument... ies tag 2 8 0 
* Moro, repairs to the tomb of Nir Muhammad Kalhora... - 28 0 0 
Indus Right Bank Division, 
Karachi Canals District— : 
Tatta, repairs to the Dabgir Mosqie om oon aba 713 iT) iW] 
Do. repairs to the tomb of Nawab Teakhin .,. 456 0 0 
Do, maintenance of a caretaker for the Archaological buildings on the 
Makli Hill oe 125 34 
* Karachi, repairs to Napier obelisk Detention Camp, Kiamari. ae 2012 0 
*Misni, repairs to the monument een aoe one TT) 69 4 4 
*Dabb, repairs to the monument vss ens +e os 813 3 
a Total eee 38,950 14 1] 





27. The Executive Engineer, Nasik District, sent an inspection report 


ary to the Superintending Engineer Central Division, a 

sar — copy of which has been forwarded to my office, 
together with the list of conservation works carried out during the year 
1909-10, The report is as follows :— 


“I have inspected the following archsological buildinc during 1909-10 on 
the date shown apeinat each— st rsa . 

(1) Ankai Caves at Yeola +» 21st December 1909, 

(2) Temple of Gondesvara at Sinnar « 12th June 1910, 

(3) Hemadpanti temple of Mahadey at Jho jovat 25th October 1909, 

I describe briefly below the result of my inspection. regarding the buildings, 

Item 1.—The cavesare in fare order but y dirty. Certain smearing of 
red paint should be stopped and the Collector of Nasik has been written to 
to warn the village officers accordingly, Provision for a chaukidar seems 
necessary and the same will be made in the O. R. estimate. A sum of Rs. 120 
oth Grr 1 900 wl for in the list sent to you with this office No, 8158 


been included in the 


Item 2.—The temple is i in fair order, If there are no funds available ‘for 
‘toratio ae is suggested Sees the scaftolding already erected should be 






















i) 


removed as it is very unsightly, A sum of Rs. 25 (approximately) will be 
required for the purpose. _ ) 

Item 8,—The plinth of the temple requires protection at once as It is made 
of rough stones which were evidently protected formerly. As they aré now 
unprotected the building is collapsing on the east and shows signs of danger of 
collapse on the south and east. Three lintels are cracked. The one over the 
main entrance being badly cracked and it is at present propped up with a 
wooden post. | 

This post, I think, ought to be replaced by a stone column which should be 
of the same design as the other two stone pillars at the entrance. 

An estimate for Rs, 4,900 (approximate) for special repairs to the temple is 
in hand and will be sent in due course. 

In addition to the inclusion of above works in the present statement I have 
included the following two works which remain to be inspected during the 
current year. 

(1) Pandu Lena Caves. 

(2) Aeshwar temple at Sinnar. 

The amount shown against Item (1) is the same as is usually spent on 
account of maintaining It. 

For Aeshwar temple, the amount is the same as has been shown in the 
statement sent with this office No. 6168, dated 2Qth October 1909." 

28. The inspection ee by = Executive Engineer, nore Hyder- 

DERG ae abad Canals District, to the Superintending Engineer 
Inspection Report, Sind. 7.445 Left Bank Division, is as follows :— 

* Buddhist Stupa at Thul Mir Rukan,—Inspected by Mr. Tilamal 
Kubchand, Sub-Engineer, on 3rd January and 8th February 1910. The Stupa 
is in Ee state. Repairs were carried out during the last year ending 3lst 
March 1910, which consisted of cement pointing to the platform where necessary 
and removing kalar eaten bricks. 

“The tomb of Nur Mahomed Kalhora at Kuba, seven miles north-east of 
Daulatpur in the Moro Taluka.—lInspected by Mr, Tilumal Kubchand, Sub- 
Engineer, on the 18th April 1909, 2nd December 1909, and 10th January 1910. 
The tomb is in good state, Repairs, such as chunam plastering walls over roof 
where the old plaster had peeled off on account of rain, providing “ Neel” with 
new iron bar and providing shed pag ?) for lamps with plaster of Paris, were 


earried out during the last year ending 31st March 1910,” 
iG. 99, Fifty-one estimates for conservation work in 
Sry ha the Circle passed through my hands during the year 


under report, 
30, The Executive Engineer, Bijapur, reporting upon * Serub Eradicator ” 
| as. used inst tree growth and weeds on buildings 
tain on the fort walls at Bijapur, says :—“* The small trees 
and plants cou 1 be destroyed in cases where the eradicator could reach the 
roota by percolation. In case of larger trees the roots could not be killed 
completely. The plants withered by the application of the solution but started 
sprouting again in the course of two weeks to a month. A second or third 
coating of the eradicator destroyed the new shoots, but failed to kill them 
altovether. ‘The trees and weeds growing on the side of a vertical wall could not 
be destroyed as it was found difficult or impossible to use the liquid in such a 
way as to have it reach the roots of the plants.” | h 
ea we a, and sent in, upon the great 
niple at 









$1. -Conservation notes were 
5 ae ek Sarya te udhera in His Highness the 
capeeey aan Gickwad’s territory, and upon the old temples at 
Aihole in the Bijapur Districts. Others have been Ereperet but are not yet 
printed, upon the old temples at Pajtadakal, Badami, . averi; Bankapur, and 
those at the Gokak Falls, Copies of the printed notes are attached for the 


perusal of Government. 


1éj 
Works proposed for 1910-11. 
82. The list of works it is proposed to take in hand durin 
Werke peoeaces. roast as follows, 
(From Provincial Revenues.) 


Northern Division— 


Presidency — 
Ghirapurt, ordinary repairs to the caves and piers, Elephanta 
Do. do, — to the custodian’s custo © aa 
Do. do. to the assistant custodian’s quarters 
Do. do. to police chawki and watchman’s quarters 
Ahmadabad— 


Ahmedabad, pay of caretakers for the archwological buildings 
Kaira and Panch Mahale— 
Champ4nir, watchman’s pay h- 
Central Division— 
Poona— 
Karl, ordinary repairs to caves and custodian’s pay one 
Nagik— 
Nagik, repairs to and maintenance of Pandu Lena Caves... 
Indus Right Bank Division— : 
Karachi Canals— 
Tatta, pay of the caretaker of buildings on the Makli Hill .. 


Indus Left Bank Division— 
Central Hyderabad Canals— 


g¢ the year 


en 


fog 


Hyderabad, repairs to and maintenance of Gholam Shah Kalhora’s tomb , 


Do, do 
Central Division— 
West Khandesh— | 
Baleani, pay of the caretaker of temple : 
Southern Division— 


a oe : ) 
Dadimi, pay of the caretaker of caves 


an ar | 


Bijapur, pay of the caretaker of the Museum ,,. eee 
Do, special repairs to the roof of the Asar Mahal one 
Indus Left Bank Division — 
Eastern Nara — 
Mirpir-Khas, fencing round th 
Southern Division— 
Bijapur— 
Bijapor, purchase and carriage of Se objects to tha Museum 





8 excavated Boddhist Stiipa aon 


+o. quarters for the caretaker of the Museum sas 
Do. current repairs to the archwological buildings avs 
Northern Division— 
“cap ruc mee 
Ahmedabad, current repairs to archmological buildin aa 
Do. special repairs to Dadg (Bai) Harir’s wall nee 
Central Division— 
Poona— 
Junnar, repairs to caves ed ne as 
Do, repairs to Habehi Gombaz oe oo oon 


Ahmednags ; 
Ahmednagar, repairs to Nizam Ahmad Shah’s tomb Bag 
Revadanda, repairs to gap in fort. wall ie ‘e 
Northern Division— 
 Abmedabad 


Sarkhej, repairs to south end wall of Aarem ws 


of Ghulim Nabi Kalhora’s tomb . 


They are listed in order of 


100 


550 


141 


120 


72 
1,440 


150 
2,000 


1,000 
500 


1,430 
1,480 


710 


1,370 
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Northern Division—confinwed. 
nes to varde tab 
0 , : : Oo VY¥aUEE ae oe 
Brack aepain to Datch tombs ane ane 
Surat, repairs to Dutch tombs ou ees 


Southern Division— 
Bijapur— 


Bijapur, current repairs to the Nogarkbana converted mto Museum 


Ratnagiri ralabs— of 
ees meal repairs to Jesuit monastery in fort 
Northern Division— 
Presidency— 


Ghardpurt, building of a rustic shed at Elephanta Caves 


Indus Right Bank Division— 
Western Nara— si a = 
Khudabad, sae ee to apa S00 
De chattel do, Yir Muhammad’s tomb 


Do. ordinary do, do. do. 
Southern Division— 
Dharwir— 


Bankipur, fencing round the Arvatta-khambad Basti 


Indus Right Bank Division 
ea ee to Jam Nizim's tomb . 
at: on ic Wm | oo 
ie Nawab Amir Khalil Khin’s tomb 


Do. 12-pillared p vilion: va 
Do. Mixes J ini Beg’s tomb ae 
Do. Nawab abbas tomb oe 

7 Dab i 1 pede —— one 
De Mirza | Eaceal Beg’s tomb ; 








Aig ales, repaits to Muhammadan tombs we 
Towlai, repaira to old well ‘ne a ia 

oo, 
Viramgim, repairs to Ma 





aw 


p 640—5 


Ci] 


Rs. 

sve 25 
one ao 
oF 20 
aoe 250 
oe «sb 
one 1, 500 
ow 455 
ose 70 
PL 470 

ne. 
wee ong 
oes 30 
-— o0 
oe =» 150 
_ 150 
eas a0 
vee 109 
oe 100 
rae 200 
ass 40 
oe = 135 
eo 100 
ae 210 
oon 30 
oe 30 
oon rat) 
oe 6 
oe 99 
oo 30 
oo 
oe 20 


a 


- » i 
, 


4 il 


aa 
,—_— 
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(From Imperial Revennes.) Rs 
Southern Division 
Bijapur— : | 7 ; 
Bijapur, repairs to the roof of the mezzanine gallery, Ibrahim Ranzi ... 2,400 
Do. do. coraices of the mosque of the Ibrahim Rauza ... 2,500 
Northern Division— 7 
‘Presidency — 


Ghardpurl, rebuilding of missing columns in the caves at Elephanta .. 6,100 





From Provincial Revenues .., 20,000 





Grand Total ... 31,000 





IV.—BOMBAY NATIVE STATES. 


oo. The Political Agents of Savantvadi, dene Mahi Kantha, Cutch, 
Savantvadi, Palanpur, Mahi Jhalawad, Halar and Go ilwad Prants, Kathiawad, 
Kantha, Jhalawad, Halar, report that no expenditure was incurred in any of the 


msec dimer ata States under their respective Agencies during the year 
1909-10. 

34. The Rewa Kantha Political Agent reports that the Rajpipla Darbar 

Dawn Kenton. undertook the repairs to the Ghat near the old Kumb- 


hesvara temple at an outlay of Rs, 442, 
85, The Political Agent, Kolhapur and Southern Maratha Country, reports 


ee that no conservation work was carried out in any of 
CT yc rcte pan ila the States under his Agency during the year niin 
$lst March 1910, | 


V.—CENTRAL INDIA, 


36. Conservation work was carried out at the Dhamnar caves in Indore 

INDORE, Dhamnar Caves, *€?Titory, in accordance with my notes mentioned in 

| paragraph 36 of my last year’s report at an expendi- 

ture of Rs. 566. A full illustrated account of these caves is given in the 
Archeological Survey Annual for 1905-06. 


RHO 37. No repairs of Archeological monument 
vr tap were carried ut by the Bhopal D ey Sta 

38. At Mandu repairs were carried out to the following buildings, pig, 
DHAR, Mandu. the _ Victory Tower, Hoshang’s tomb, the Jami 

the Dak Bungalow (old tomb} and at Dhar to the Lat geste Palace, and 
ate eek Dungalow (old tomb) ; and at Dhar to the Lat masjid and the Karz} 
Molana, at a total expenditure of Rs, 827. Bi i ce 


REWAH. _ 39, The report on the conservation work of 
ei cape interest in the Rewah State ig ac 
TOWOWSs :— 


“The work at Piawan was finished during the year 1909-10 in acco ) 
with the proposals of the State, Public Works Department, SO HRORGE: i 
Archeological Superintendent, Bombay Circle, The inseri tion, Which is carver! 
on @ rock, was covered with an iron box provided with lock and key, one of the 
keys remaining with a substantial villager who can show the inscription to 
aoe The — of i rs . sheet over the inscriptions at Al] ghat 
was finished in August is proposal also ha Pathe 
Archeological Banerintendant. : a@ the approval’ of the 


_ % In addition to the absolutely necessary work j he of repairs a 
Piawan, Allaghat and Chandrehi the Darbar ‘ieinene to aaity | cal piecer satan 
work in nine temples at Amarkantak. The proposals of the State Public 
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Works Department have been entirely approved by the Archeological Super- 
intendent since the end of the year, PE eet uper 


The temples are named as follows :— 


(1) Karan, (2) Mahadeo, (3) Hargowris (4) Mahadeo, (5) Mahadeo, 
(6) Mahadeo, (7) Maie, (8) Sone river od, (9) Mahadeo.” 


40, ‘The Political Agent, Bundelkhand, sends the following report regarding 

| | | he repairs which have been going on at Khajraha 

yea mee nue pigaet by him from Mr, Manly who is in charge of 
the works :— 


“ Copy of a letter No. A-95, dated the 2nd July 1910, from R. A. Manly, 
Esquire, in-charge reatoration works, Khajraha Temples, to the Politica! 
Agent in Bundelkhand, > 


« [ have the honor to state in reply to your No. 3714—260-10, dated 23rd 
June 1910, regardin the work done tae the year April 1909 to March 1910, 
I enclose a tabulated statement shewing the amounts spent on the respective 
temples. 

«Mr. Cousens knows Khajraha as well as Mr. Marshall, and it would aid 
him a great deal in writing his report if you would kindly send him my report 
“& Work done,” * Work to be done,” which [ submitted at Khajraha with my 
letter dated 20th February 1910. 

«From that date to the end of March—the work carried on was on 
No. 5—Devi Jagdamba and No, 6—Chitragupta temples and the museum which, 
I may venture to say, is nearly finished. 

«Phe brick-built portion in front of both these temples were dismantled and 
are being constructed from base to top in stone according to Director-General’s 
snstructions; I mention this as Mr. Cousens may not be aware of it. 


Mr. Cousens has visited Khajraha on 8 occasions and, if he could manage 
to come, it would be very satisfactory. 


Khajraha Temple Restoration Works. 








Memorandum of expenses April 1909 to end of Mareh 1910. 


Name of work. Amount. 





———<«ox.°. 


2 


—aae 


Kgs. oO. ps 
Khandaria Tem He aee oon ae 567 14 & 
Jagdamba Temple = we vs 1,347 11 5} 
Chitragupta Tem le ® ass abe 2,266 4 7 
Vishvanath Temp one one 212 7 10} 
Chaturbuj Temple ane LL 1,809 1 | 
Vamanji Temple wee oe 56 8 3 
Jawari Temple i a 4278 0 3 
. Ghantai Temple ose abe 35 6 7 
Duladeo Temple an iis 2683 0 0 
Pans Teor es aA 3715 8 
Museum ane Pr 2,035 5 11 
‘Toola and Plants i aan 33.6 3 
: Supervision ane wae a4 = : 
Contingencies bas ae eng 


Drawings 
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“Copy of a letter No, nil, dated the 20th February 1910, from RB. A. Manly, 


Lsquire, in-charge restoration works, Khajraha temples, to the Political 
Agent in Bundelkhand, 72 


“I have the honor to attach two statements. with reference to 
Mr, Marshall’s demi-official No. 171, dated 26th January 1910, shewing what 
has been done and what remains to be done to Khairahs temples, The only 
temples which have been finished are Vaman No. 17, ; ae No, 18, and Ghutai 
No, 21, but all of them should be stained, 

“In conclusion I beg to state that there isa very short time left for the 
beginning of the monsoons and, as I will have to arrange for material which 
will be needed for the progress of the work til] November, I should like to 
ae ctine the allotment for 1910-1911 is to be, Early intimation about this 
will oblige, 


Work that has been done. 


“Museum, with the exception of a small portion which I hope to finish in 
course of about a month, Is finished, 
Vaman Temple No, 17,—Finished. 
No, 18—Jawari—Finished, 
No?21—Ghantai,—Finished, 
No. 80—Duladeo Temple— 
Retaining wall finished. 
Scaffolding put up and shored up with Kacha Pacea brick masonry. 
Stone and mortar collected, 
No. Jatkari Temple— 
Retaining wall finished, 
Scatfolding put up and shored up with Kacha Pacea brick masonry 
Stone and mortar collected, 


Work that has been done. 
bas boon done exept at retested in printed instructions 
tions lias boon done extpt tant mentioned a Saanont wae fe hemi 
has beon done except that mentioned in clcconeee ented instructions 
has been dono excopt that menkeesed ie teteeat 2 ae printed instractions 
been dine Sisk teal mead Goat yo L Printed instructions has 


(Signed) R, A, MANLY, 
Statement of work to be done to Khajraha Temples. 
“ No. 3—Khandaria Temple— | 
1. North-west balcony pillar to be removed and &” ancle fron ¢ 
inserted on either side of broken beam, wisest ttongy be 
2. Brick masonry pillar under slab to be removed, 
%. South balcony brick work to be removed and stone pillars to he n 
at sides with T-iron under slab, Pe ee 
4. North-east balcony do, do, do, 
4. North-east porch T-iron under slab. 
6, Pyramid tops to niches inside temple (work in progress). 
7. Pyramid tops to niches outside, 
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 * No, 6—Devi Jagdamba Temple— 7 : ine er ees 
1. South balcony side stone pillar with T-iron to support broken slab. 


2, North balcony do. do. do, 
3. South ‘baleony stone beam broken, iron to be put on either side of 
the beam, 


4. The brick structure at entrance to temple has been dismantled 
according to Mr, Marshall’s instructions of July 1909, Stone 
structure In progress, | 

* No, 6—Chitragupla Temple— ; 

1 The front structure of brick masonry dismantled, Stone structure 
In progress, ae 

2. North and south balcony slabs broken, T-iron support under with 

side pillars. 

3, North balcony parapet in black stone. 

“ No. 7—Fisheanath Temple— te 

1, The pillar of the west baleony south corner is cracked obliquely and 
is in a dangerous condition ; the stone beam cis: also broken in 
the centre ; it has a stone support under the crack ; this is quite 
useless, if the corner pillar should collapse ; the corner pillar to 
be replaced with a new one and g inch angle iron to be fitted on 
either side of beam that is broken. at 

9. South-west balcony stone beam broken, angle iron to be fitted on 
either side of beam. 

3, South-east and south-west baleony slabs broken, T-iron to be put 
under slab with side pillars. 

4. Steps to entrance to shrine to be replaced in stone brick, and 
plaster removed. ? 

5. A number of cornice and parapet stones which are ready to be fixed 
in position, 

« No. 10—Chaturbhuj Temple— 

1, South-west baleony.beam broken, brick pillar to be removed and 
beam to be supported with angle iron on both its sides. 

9. South baleony north-west and north-east baleony slabs broken, 
-iron to be put with stone pillars under. 

3. Small temple on the east south corner of temple platform is out of 
plumb, The base is to be wedged with stone and iron wedges 
driven in under plinth, Moulding to be re-built and base to be 
concreted. 

# No. 21—Ghantai Temple— 

Two base stones on either side to be replaced with new blocks and 
roof to be copper tied as per instructions of the Director- 
General—July 1509, 

«“ No, 22—Adinath Temple— | 

The brick porch has not been dismantled as the temple is in possession 
of BE community. The Darbar must move in the matter 
before I can take it in hand. 

« No. 80—Duladeo and Jatkari Templee— | 

1 need not revise the condition in which both these temples are, and, 
as both yourself and Mr. Marshall have inspected them, 
practically no restoration work has been taken up. See notes 
work done.’ " 

Restoration of Shikar and tops of temples above cornice. 

“ All the tops of the temples from cornice upwards to be thoroughly 
examined and all shaking portions to be wedged with cement and stone and 
clamped with copper if necessary. All prominent kalsas to be replaced where 
missing, ll loose ones to be fixed with stone pins and cement, This applies to 
temples Nos, 3, 5, 6, 7 and 10. This is very essential as all the damage caused in 
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i st to the cornices and parapets has been owing to the upper portion falling, 
~eerLanalesnes have a gitel deel ta do with the nda thas v wad Unta. 

Removal of graze and shrubs — 

“ All gaps where vegetation is apparent should be cleaned carefully and filled 
up with cement and old plaster while washed ; old mortar joints cleaning 
intervenes, ete., etc,, is to be alluded to also, Please see general instructions, 
2nd January 1905, by H. Cousens, Esquire, 

“ Museum— 

1. Collection of sculptures, 

2, A small portion of centre platform remains to be finished, Coping and 
kaleag to be fixed,’ 

(Signed) R, A. MANLY, 


VI.—RAJPUTANA. 


41. The returns for Dungarpur, Banswari, Partibgarh, Kushalgarh, and 
Mewar, for 1908-C9 arrived too late for inclusion in last year’s report ; they are, 
with the exception of Mewar, blank, 

| 42, In Mewar the only work mentioned is the 
rigdafites repairs to the Chitor fort. 


43, The return for Jaipur, which was also late, records that the Darbar 


JAIPUR have sanctioned a sum of Re, 11,364, in order to 
sy restore their old observator y, situated at Jaisinghpura 
near Delhi, 
KARAULL. © Kistanenon 44, The returns for 1909-10 for the following 


ALWAR, BUNDI TONK’ States are blank, riz., Marwar, Dholpur, Karauli, 
PARTABOARH NOARPUR, Kishangarh, Alwar, Bundi, Tonk, Shahpura, 


GARH, JAIPUR: ; Dongargarh, Partabpur, Kushalgarh and Jaipur. 

| a 45. A temple on the border of the Gharisar 

oars tank, at Jaisalmer, was repaired, 
46. In Bikaner State the repairs of the old fort of Hanimangarh were 
BIKANER. continued, Repairs were also carried out to the Goga, 

‘The Medi and Karniji’s temples, | 
KOTAH. am: 1 2*, Repairs were done to the chatfris in the Sar 
Bagh, the burning ground of the Maharaos of Kotah. 
48, Some attention in the way of repairs was given to the old temple 
JHALLAWAR. at the so-called site of Chandravati neay J balra- 
; patan. 
49. The Bharatpur State carried out conservation work in the old Jami 
BHARATPUR. masjid at Byana, 

50. In Ajmer-Merwara the pate were completed to the Badshahi build. 
AJMER-MERWARA, ings In Naya Bazar at Ajmer, and repairs were made 


to Abdullah Khan and his wife’s tombs, 

51. The repairs to the famous marble temples of Mt. Aba are progressing 
‘oi favourably, though slow, They are now mostly minor 
; mendings, The Sirohi Darbar have ordered certain 
Sap to be carried out to the three stone buffaloes at Achaleévara on 
Ht, Abi, notes for which I sent in through the Honourable the Agent to the 

Governor General, , am 

VIL—HYDERABAD, DECCAN, 


52, The following brief note on the conservation of Ancient Monuments 


in His Highness the Nizam's Government ea. bao aes on : 
Assistant Resident -— n sent in by the second 


“The general repairs to che a seen were undertaken at a cost of 
Rey da, ag- += 5,000 during the year 1818 Fasli. Rersims.. 
Nakiibers | ining asi, Kepairs to tw 

abad. Maanbers at Ancady, minarets of the Mukbhara were started in 1318 Fosli, 

on a sanctioned estimate amounting to Rs, 10,905 and 
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ce to one minaret were completed in the same year, the expenditure incur- 
: ee 8 Rs. 5,000 ; the other will be completed during the current year 1519 
Fasli, The supervision of the works was entrusted to a committee consisting 
of the Subedar of the Aurangabad Subah, the Superintending Engineer, 
General Branch, and the Director of Public Instruction. The ake was 
carried out under the direction of the District Engineer, Aurangabad, In 
addition to the above special repairs, a sum of Ks, 1,000 is annually granted for 
general repairs and maintenance. 

On receipt of the Government of India Resolution of 1908 touching the 
archwological remains and their conservation, genes 
ral instructions were issued tothe District Officers to 
prepare estimates for the restoration of works of all ancient monuments worth pre- 
servation, For preservation of Ellora Caves an estimate amounting to Rs, 6,329 
has been sanctioned by His Highness the Nizam's Government, and the work 
is now in progress. There is an annual] maintenance grant of Rs, 400 for the 
upkeep of the caves. 

At the suggestion of H. E. the Viceroy, Lord Minto, on the occasion of his 
cnn ip alia Ae visit to the Doulatabad Fort, au estimate of Rs. 13,9 Lo 
wa aaa was sanctioned by Government in the year 1318 

Fasli for repairing the minaret and restoring the fallen 
balconies. 'The minaret has three main baleonies, one at a height of 98 feet from 
the basement, the second 50 feet above the first and the third 42 feet above the 
second. ‘The lowest one is built of stone and is intact, The upper two were built 
of wood, but both have rotted a and mar the appearance of the structure. It 
is now proposed to repair the top dome which has cracked vertically. When the 
repairs are carried out the appearance of the monument will be much improved, 
The work is now in progress and the full budget allotment of Rs, 4,000 has 
already been expended, 

An estimate of Re. 19,637 was prepared and submitted by the District 

a ae Engineer for preservation work, but it was decided by 

Rock Caves of Ajanta. =. ornment that the needed repairs should be carried 
out by the Estate of the Nawab Salar Jung in whose Jageer the caves are 
situated. Nawab Salar Jung Bahadur has informed the P, W. Secretary that 
he is commencing work now. 

A sum of Rs, 5,000 has been sanctioned for the general repairs to the 

| ‘steve; monane and the work is in hand, and will be completed 
onan * ! during the year. . In addition to the above, a sum of 

i. Rs. 300 has been sanctioned as an annual mainten- 
ance grant, 

When the Superintending Engineer visited the town of Shorapore in the 

| : Bee od 1909, on inspection duty, he had occasion to visit 
paleh's Palace, shorapore. the old palace of the Rajah. The building is a two 

‘storeyed one, but the upper storey 18 more important 
fron an archeological point of view. The flooring is all of Massic (sie. Mosaic £) 
tiles of various rich patterns, the roof has a ceiling of glazed earthenware tiles 
rarely met in any part of India, and the covering pot-tiles are also glazed, and 
are a curiosity. The building has been included in the list of Arehwological 
Remains in the Hyderabad State, and will be preserved, 

Instructions have been received from the Financial Department to preserve 

this temple. ‘he District Engineer, ¥ arangal, 
has been asked to prepare an estimate in consultation 
with the Subedar Sahib and to provide funds in the 


Ellora Caves, 


1,000 pillars temple, Wa- 

budget for 1820 Fasli.” 
| VIII,-PROTECTED MONUMENTS. 

<3 Further substantial progress has been made under this head during 

the year under report, The iiiswitis ‘sa list of monuments declared “ Pro- 

tected” by Government and confirmed after the prescribed notice under section 


3 (2) of the Ancient Monuments Preservation Act VII of 1904 had been duly 
exhibited (see Government Resolutions Nos, 2704 of 26-5-09, 3285 of 26-6-00 


24 


(confirmed in No, 1791 of 16-4-10) ; 8748 of 22-7.09, 4343 of 17-8-09 (confirmed, 
im No. 2907 of 21-6-10) ; 4740 of 8-9.09 (confirmed in No. 1327 of 17-3-10) ; 
5672 of 2-11-09 (confirmed in No. 1365 of 19-3-10) and 2244 of 12-5-10, General 















Department) :— 
Place where the monument is situated, ’ 
eae nary a! al oe Name or description of monument, Riclarabacl 
Town or village, 
Nasik District, 
1 | Nadik | Pathardi 7 The Pandii Lega caves ... ea 


Belgaum District. 









ih Belgaum one Belgaum Fort >| Safa cane or Asad Khan's Dargah| IT (a) 
| (wdsjid 7). 

2 nH ane | Old Jaina temple in the corner of the I (a) 

Commissariat store-yard. — | 

8 . ; «»-| Old Jaina temple outside the Com-| I (a) 
| missariat store-yard but close to it. 

4 ” ‘ Lo Remains of AT old Hindu temp! i, Ii (a) 
near the barracks. hie 


built into the front wall of the 
Park Sergeant's quarters. 
Two Persian inscriptions in a little| I (a) 
recess in the wall of the Fort abou 
70 yards east of the main pate 
dated A.H. (A.D, 1888). 
A Silahira inscription of Saka 1708) I (6) 
in the temple of Basavedévarns, 
Three groups of dolmens oe} Ifa) 
| Group of old temples on each side off TI (a) 
 Gokak Falls, | 
-| Ratta insoription of S’aka 1075 inthe IT (6) 
temple of Mahalingeévara, 
-| Inseription on a carved stone inal JT (4) 
ruined temple on the outskirts of the 
village. 
.| Ratta inscription of Sake 1009 and) I (6) 
| 1043 in a Jaina temple in the village, 
--| Rained temple of perhaps the 1ith| IT (8) 
| century. 7 ie 
-| Ratta inscription dated Saka 1]27 in| I (3) 
ae old senna MH, ae 
.| Fragment of Western Chalokyan ing I (8 
om ion of Saka 992 in ahs temple i 
of Virabhadradeva. 
.--| Inscription dated Saka 1141 of the I (B) 
| time of the Ratta chieftain Kartaytr | 
I'V in the old temple of Basava. — 
Small old temple known as Basti Gudi I (8) 
with four Kadambe inscriptions, two! 
of which are dated Kaliyuga 4273 
(1174 A.D.). | 
Kanarese or Telugu inscription off II (6) 
about the 15th century in the old | 
temple of Iévara. 
| Kadamba inseription. dated Kaliyuga (8) 
4289 in the temple of Basava, | 
--| Kadamba inscription dated Naliyagal | (2) 
4282 (lying in the village). 
.| Two inscriptions of Rutta chieftains, I (8) 
one of which is dated Saka 1086 jn 
the old ak of Giva, 
| Western Chalukya inscription of thei I (3) 
time of Somefvaradera I dated Saka 
| 997 in the temple of Sankaradeva, — 


7 | Athgt i 


iz ry ans 


meal 
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Place where the monument is situated. | 
| : : ) . Name or description of monument, ar proaaiy 
Tiloka, Town or village. é remarks. 





Belgaum District—continued, 


Ratta tablet dated Sofa 1190 and) = [ (/) 

| | 1178 in the temple of Brahmadeva. | 

a .... Hunshikatti ...| Kanaresa or Telugu inscription) [ (a) 

| (plaged for safe custody in the village 
chavdi). 

tn Sam prion ane Jimi may td one eee 

z .. Wakkund ...| Jaina temple of Muktesvara — is 

Parasgad ...| Saundatti ...| Ratta Inscription dated S’aka 971 and] 

1010 and o fragment of another 
| dated Ska 970 in the temple of 
Ankuseévara. | 

...| Two inseriptions dated respectively) 
Saka 797 and 902 in the old Jaina 
temple. 

-++| [wo Ratta inscriptions now in the 
Mamilatdar’s kachers, one dated 
Saka 1151. 

«| Manoli .».| Inscription against the wall. of the 

temple of Pafichalingadeva of the 
Yadava king Singhapa of Deva- 
giri dated S’aéa 1145, a 
Fort — ...| Inscription in the temple of Uda- 
chavva of Kandhara or Krishna 
dated Saka 1174. 
” .».| Bogal ,..| Ratta Inscription at the waterfall 
: near the temple of Somesvara dated 
Saka 902. 

...| Western Chalukya inscription dated 
Sake 1015 in the temple of Bana- 

mari. ) 

...| Vijayanagara inscription of Krishna- 

raya dated Sata 1426 in the temple 

of Yallamma, 2 miles from the 


village. | | 
..| Temple of Paftchalingadeva ontside 
the village. 
= an ...| Inscription on two pillars in the} 
“ : above (Pafichalingadeva) temple. 
| ...| Badli | Fragment of Ratta tablet dated 
L Saka 1168 in the temple of 
Nardyapadeva. | 
z ..-| Murged ..| Inseription of Sadas‘ivariiya of 
Vijayanagara in the temple o 
MA . Mallikarjuna. | 
Khanapur ...| Golihall: ..,., hédamba inscription dated Saka 1082 
| ; | in the temple of Kalameévara, 
| ou 7 .« Kadamba inscription dated Aaliguga| 
i | | 4970 and 4283 in the temple of 
Basays. | 
| Halshi -,,.| Two Kiadamba inscriptions dated) I (4) 
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I (a) 


T (3) 


I (4) 
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IT (8) 


oe 





II (2) 
I (2) 
II (8) 


oF 
i 
es 


II @) 


I (é) 
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ze Kaliguga 4270-4272 in tho templ 

| of Varaha-Narasimha, 

s ..| Nandgad «| An old and edgy Jaina temple in| II (8) 
the jungle with fine carving. 


Kanara District. 






| Karwar «| Chitakule ,.., Earopean graves about 6 miles from IT (4) 
; | 5 Sl) ali | Karwar across the Kalinadi. 
2 | Sirsi ...| Banavisl ...| Inscriptions in the temple of Madhn- II (4) 
3 ig |. one Sonda ae 6 king’s seat one a (4) 
4 Komtha aes | Mirjan on Fort — IT (8) 
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Place where the monument is situated. Class of 
4 0) Se Kame or description of monument. | monument 
; | | oF other 
ilnki. Town or village, retuarks, 
5 | Kumtha .-+| Mirjan .|Two inscriptions in the Mirjan| II (0) 
hes bungalow compound and the figure 
of a tiger. | 
6 a w+} Kumtha The figure of o tiger opposite the) IT (a) 
| English school, 
‘ia < - x .| Tombs on the right side of the Manki- 
Kumtha road. 
& | Siddapur ...| Bilgi »| The Jaina bats of Parévanitha ~-s.. 
2 | Sivas oe ..| The temple of Viriipaksha “a 

10 2 was] ome e+| Inseriptions os. we eae 

11 i ee Bedkani »»| Stones ie «4 oe 

12 > e.:| Hosur ..>|Carved stones near the temple of 

Grimadeva. 

13 | Hondvar __,,,| Bailur .| Inscriptions in the temple of Mar-) 

kandes'vara. 

14 | ee ».| Nagarbastikeri ori Chaturmukhabasti ‘se. eral 

Gersappa, 

15 ss a - «>| Che temple of Vardhamainasaim!... 

16 iT, o. 7] ev»| The temple of Virabhadra eer) 

17 rT ane! a Prey Inscriptions one 

18 |Bhatkal (Petha),, Bhatkal .+| Ketapai Nirayana Devasthana a 

19 = al a. .. Santappi Nayak Tiromala Devas- 

‘ thina, 

£0 “ oe 7 «| Naraaithha Devnasthina ... 

21 anf ss o— Jodi | umkara Naréyage Davasthana . 

22 Pr) aes rT eae ut hundtha Devasthina aa 

23 Pr] ane nD rr rs Kamti Nara Devasthina.| 

24 | > eae ” ems oreo Nayakan Chandrana ndrandtheévar 

| fasts. 

20 ns Fs - val Parevanathesvara Waalt ses 

£6 | i wae oe eae nte® vara hagtt oon 

27 ” se ” -++| Three European graves... 

28 in wes fi, s++| Inscriptions 

ov Pil one Hadvalli es) Chan nitha Deva hasts 

Poona District. 
1 | Junnar w»| Ghitghar 4 Caves and inscriptions at the Nand) I (a) 
Ratnagiri District. 
1 | Dapoli | Daibhol .| The old mosque ve wal la 
4 gg bs Harnai ini | Suvargadarg. Fort eet AS 41 nf 
3 | Ratnagiri...) Jaygad Jay ygad Fort bie wos} IT fa) 
4 | Devgad ot es ie vo ¥ijayndacg Fort nee evs} IT (a) 
5 | Malvan oos| Malve ie oapriees Fort fe IT (a) 
6 | Vengarla .,.. Veugarli | Old Dutch Factory at Vengurla (now I (a) 
- used as the Manilatdar’s hes Aert). 
Kolaba District, 

1 | Alibag --.| Agarkot .-| St. Francis Xavier's Chapel eo} 1 (8) 
2 rT) ae rT o| The Dominical Church and Conventcs II (4) 
3 re oon rr] Tatabandi (walls of the fort) obs II (6) 
S| & ane 9 see and Convent of the Angusti- IT (4) 
6 os sa = : The Je Jeanit ‘carnal 2 IT (4) 
6 8 oes n | "The Koths all Ii 

ite tahini Cathode TTL) 
Sl oy ne ‘ ‘Chacturi—The castle: or factory at. I (é) 
9 | ” “ ” | Two oe do Mar and P I (a) 

| | do Terra, . 
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Place where the monument te situated, Class of 
———————————C—<~;7;7; CW Name or description of monument | mon nee 

Taluka. Town of villaze. pebrac’ 
Ho ee say eer SVEN eae 


| Kolaba District—continued. 












10 | Alibig ««.| Agarkot ...| Sittkané—St. Barbara’s Tower IT (a) 
oF oer iH a One Bury Pr one Il (a) 
= ..-| Chaal ese} Mosque ass w-| LL) 
rT) eee rr one HTammamkiana on oon II (4) 
nM ae NN eee The Koths on II (6) 
" one iT ane Rajkot one * Il (2) 
" oe es ...| Barbar’s Mahal ons Pe fia 2 
s eo hr «| Kamada (Arch) Los eet IL (a) 
i rt ee ws.| Tomb of Angre ons eee] LT (8) 
ia lel os «| Vada of dancing girld «+ avs} LL (a) 
TL as rT “al Dadar (Stair-case) ane -- Il (a) 
Panch Mahals District. 

Halol | Champiuer +=; The Lili-Gumbaz-ki-Masjid v| I (a) 

. ” yn ..-| Some ruined Jaina temples in the old 
| town of Champaner a} IL (a) 
’ ...| Halol ...{ The Ek-mindr-ki-Masyid «| I1 (a) 
' aes (ere «»-| The Panch Mahuda-ki-Masjid ve] ID (a) 

) Thana District. 
Shahipur at Maboli ess The Maholi Port PT IL (a) 
Thar and Parkar District. 

1 | Mirptirkhis «-. Survey No, 7 of Buddist sftipa jes ove| LL (a) 

the village of | 

Mirpur-K has. 
1X.—EXCAVATION. 


54. The principal excavation carried out was at Mirpar-Khas in Sind, To 
| the north of the town, about half a mile or more, is 
oun coacimea an area of land, of about $0 acres, which is covered 
with great brick mounds, the remains of some buildings which once existed here. 
These have been terribly harried by railway contractors and others, so that they 
are now without shape or form. But, at the northern end, stood one large 
mound, which, on examination, was found to be the stump of @ Jar 
Buddhist sfupe. Excavation work was confined almost entirely to this, with 
the result that the lower parts of the walls were unearthed and the relic 
chamber and relics were found. These are described in Part LI of this Report, 
and will be illustrated and described more fully in the Archmological Survey 
Annual, | 
55, About three and a half miles south-west of Jhirruck, on the Indus, is 
af a hill, upon the tof of which had been 4 stupa and 
‘concn the foundations of some old buildings. The stupa 
had been dug into by a Mr, Oole, fifty-seven years ago, and some of the 
sculptured bricks had been sent to the Museum of the Bombay Branch of the 
Royal Asiatic Society, where they still are. I did a little excavation into what 
is left of the foundation of the stapa, in order to ascertain whether Mr. Cole 
had reached the bottom or not, This he appears to have done, for nothing 
farther was found, | 
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X.—ORIGINAL EXPLORATION, 
56. Original exploration was to some extent carried out at Pattadakal and 


2. Bac Badami, where, although these places were formerly 
ee pattadakal = visited and surveyed by us, a few more points of 





ght to light. These places were visited primarily with regard 
to certain proposed conservation measures to be applied to the old temples, 


97. But the principal exploration of the year was that of the stiipa at 
| ; ""Mirpar-Khas in Sind, described in Part IT, Beside 
Pet esteeeKRas, this, other stupa sites were explored near Tando 
Muhammad Khan and Jherrick. 


58. Mr. Bhandarkar’s work in Rajputana, as described in Part II of this 

RAJPUTANA. a Se was, of course, wholl y original Pe tiger and 
| each succeeding season’s touring rings to light very 
much more of interest, and shows how rich the province is in archseological 
remains, 


59. From a spot in the river bed, some 20 miles west of Poona, Mr. G, F, 
Keatinge, I. C,8., collected a quantity of prehistoric flint celts which he sent to 
the British Museum for inspection, where they were accepted as such, This 
locality might be further examined, Intimation of the find reached me too 
late to do anything last season. 


XIL—EPIGRAPHY. 
60. The last season was not very fruitful for epigraphic work.* Still 


some inscriptions were found which wero not without interest or importance, 
The first that deserves to be noticed was found at Chatsti, 26 miles south of 
Jaipur. It gives an account of an entirely new Guhila dynasty not previously 
known, to us from other records, Curiously enough, although the word sarivat 
18 serared at the end, the actual date has left out. Still to judge from 
the form of its letters it cannot be later than the tenth century. It records the 
erection of a temple of Murari by the Guhila king Baladitya in commemora- 
tion of his dead queen Rattava, daughter of the Chahamana Sivaraja, At 
Jin-mata, in the S khavati province of the Jaipur State, some short inscriptions 
are incised on the lower parts of the shafts of pillars in the sabhamandapa 
of the temple. They are important for the early history of the imperial 
Chahamana dynasty, as they supply the dates 1162 and 1196 V. E. for Prithyi- 
raja I and Arnoraja respectively, not furnished previously by any inscriptions, 
But the earliest inscription of the last season was found at Sakrai, not far from 
Jin-mata, The date is savinat 879 dvir-Ashadha éudi, and the inscription records 
the rebuilding of g mandapa by certain merchants in front of the goddess 

ankara, who is now called. 8 Aad § A fourth inscription that requires 
perhaps a passing notice was found at Pushkar, and has now been removed to 
the Ajmer Museum. It is dated samvat 982 Magha sudi ehadasyam, and refers 
itself at the end to the reign of one Durgaraja, 


XII.—NUMISMATICS. 


61. Daring the year, 380 eoins in gold, silver, and copper Were received 
Decipherment of coins, fT _decipherment, of which 12 were sent by the 


interest were brous 


Political Agent, Kotah, 94 by the Rewah Darbar 
95 by the Revenue Minister, Bhopal” and oo the Hoasarah. the Avent 
the Governor General in Centra India, Of the last 295 wore sent not 
only for decipherment but also for distribution to the museums on the distribu- 
tion list, 

62, From the Mirpir-Khis stupa, which was excavated 46 eopner coins 
were obtained, hey sees all ina re bad state of corrosion, and ¢ almost 
despaired of finding any nucleus of copper at all. I tried to clean some by 
Krefting’s method as explained in The Preservation of Antiquities, hut T 


= 





* This note on Epigraphy has been prepared by Mr. D. k, Bhandarkar, 3 


ag 


found that my own method worked best and gave better results. I treated 
them with a dilute solution of sulphuric acid, I was thus enabled to get a copper 
nucleus out of all. Ten of the coins were within the stipa, in the relic coffer, 
and these lumps of corrosion yielded small rectangular thick lumps of copper, 
but the corrosion had obliterated all definite markings from the surfaces. From 
the size, shape, and a few suspicious marks upon them, I think it likely they 
were punch-marked coins, The 36 coins found with the votive tablets outside 
the sfiipa altogether, on the west, turned out to be Arab coins such as were 
introduced by the Arabs when they first entered Sind in the 8th century. 
They are thin and round, and some have portions of the Arabic inscriptions 
upon them. 

63, I must take this opportunity to record m gratitude to the Rey. Dr. 
George Taylor of Ahmedabad, whose kindness have experienced on many 
occasions in the matter of help in deciphering Muhammadan coins, He has 
ever been most ready and willing to devote much of his valuable time to 
numismatic research, and his able papers in the various journals testify to an 
intimate and thorough knowledge of his particular branches of the subject. 

Treasure Trove. 

64. In connection with the distribution of coins acquired by Government 
under the Treasure Trove Act and forwarded to the Bombay Branch of the 
hs Asiatic Society for that purpose, the Honorary Secretary reports as 
follows :— 

“ The number of coins examined and reported on under the Treasure Trove 
Act during the year ending July 1910 was 739, Of these, 159 were received 
from the Collector of Sholapur, 4 from the Collector of Kolaba, 234 from the 
Collector of Satara, 200 from the Collector of Bijapur, 141 from the Collector of 
Fast Khandesh and 1 from the Collector of Ahmednagar, Out of these, 421 
were selected and recommended for distribution among coin cabinets and for sale 
at the Mint; 48 from Sholapur, 4 from Kolaba, 124 from Satara, 103 from 
Bijapur, 141 from Fast Khandesh and 1 from Ahmednagar, The coms from 
Sholapur and Bijapur are the same as thos referred to in the last year’s report 
as being recommended for acquisition and the classification and distribution of 
which, it was stated, would be specified in the present report. The remaining 
318 which on examination were found to be defaced or of no interest to the 
numismatist were returned ; 110 to the Collector of Satara, 111 to the Collector 
of Sholapur and 97 to the Collector of Bijapur, 

. € The classification of the selected coins by metal and by the series to 
which they belong is as follows :— 





sme. | Orme (Resa na 







Kings of Vijayanagar... 
South Indian - pe ee 

Yadayas of Devgiri 
Indo-Portuguese one ae 
Kings of Gujerat ane wen 
Moghul Emperors of India... ied 
Chhatrapati eat fae 
Native States ... oo on 


Hast India Cos coins in the name o 
Shab Alam one aan iii 


Total .. 


3 640—8 
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and they have been distributed as shewn below :-— 




















Institation, 
Prince of Wales Museum, Bombay ) tty 
The Indian Museum, Calcutta . 


The Madras Museum oon 
The Provincial Maseum, Lucknow 


The Lahore Museom eon bas 
The Nagpur Museum 

The Pathe Library, Shillong re 
The Archwological Museum, Poona 
The Peshawar Museum ,,, a 
The Quetta Museum Tr Th 
The Ajmer Museum ses es 
The Rangoon Museum _,,, ot 
Asiatic Society, Ben 


Bombay Branch Royal Asiatic Society 
The British Museum ies es 
For sale at the Mint, Bombay co 
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“* Besides these, 44 silver coins have been received from the Collector of 
Larkana, Out of these, 24 which are coins of the Kings of the Durrani 
dynasty and 16 of the Moghul Emperor Muhammad Shah have been selected 
but they are awaiting final disposal pending their legal acquisition by the 
Collector, which will be noticed in the next year’s report: 4 specimens being 
defaced and the inscription on them not beingjlegible have been returned to the 
Collector. 

_ “A very important find occurred in the Satara District, TI comprises 88 
gold coins discovered at Sakurdi in the Karad Taluka of that district which are 
rare and of historical interest, They are coins of the Yadavas of Devagiri 
about the 11th to 14th century A. D, The coins are of two varieties. Those 
of one variety have in the centre a figure which Mr, H, Cousens and Mr. D, R. 
Bhandarkar have identified as the monkey god Hanuman, Specimens of this 
variety were referred to them, there being some doubt in regard to the correct 
identification of the central figure, The pieces of the 2nd variety have ‘a 
number of dots in the centre Supposed to represent a rude lion (?). There are 
letters in Nagari on coins of the first variety 4f fag (Shri Simha) on some speci« 

at eit (Shri Lakshmi) on the others. Specimens of both the 
varieties have besides other punch marks stamped on them, 

“ Hanuman was a family crest of the Yadava and Simha was but another 
name of Singhana, a Yadava King. Shri Lakshmi stands perhaps for 
Lakshmipala, a Governor of Singhana, 

“Two Indo-Portuguese coins from Alibag, Kolaba District, known as the 
Rodas of Tutenag (an alloy of tin and lead) though not of great antiquity are of 
some interest on account of their rarity, These coins minted by the Portu- 

uese at Goa and Diy are the lowest jr value of all the coins issued by them in 
fndia, They are called Rodas (Roda a wheel) from bearing on the obverse a 
wheel of St, Catharine the Patron Saint of Goa, 


“The coins of Native States received from Bijapur, though not of any 
special numismatic value, are interesting on account of their different varieties, 
* Some have the symbol of Ankug) (elephant goad), 
“A Standard under the Peishwas was called the Ankushi Rupee from the 


symbol of Ankush on the coin, This rupee was current throughout the Dec 
and the Konkan during the rule of the Peishwas # S eccan 


“Some have the letter mj and "t (ga and go) on the obverse with Hiiri 
dates 1186 and 1240 (1772 and 1824 i D.), 9°) th Hijri 
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“The letter # is on some coins and the year 1819 in English fi 
the others, All the varieties bear the] usual fragment : aes are Sabai 
IBGE Sd rovers: ef usual fragments of Persian inscription . 

* Among the other coins may be mentioned the gold coins of two kings o 
the Vijayanagar dynasty, Deva Raya (1401 to 1461 A. D,) and Achyuta Bava 
(1530-42 A.D.) found at Vagholi in the Barsi Taluka, Sholapur District 
Most of the specimens are in good condition. 

“The coins of Deva Raya have on the obverse the sitting figure of a god 
and goddess, probably Shiva and Parvati, with the sun and aie over heal 
and a eee legend on the reverse -—“Shri Pra=™tapadeva-raya ; while 
the coins of Achyuta steve represent on the obverse a double-headed eagle 
monster holding up a small elephant in each beak and in each claw; the legend 
on the reverse exhibits in Nagari, the name “Shri Pra-“tapachyuta-"raya 
(imperfect) on most specimens). The two-headed fabulous bird 1s known in 
Southern India as Ganda bherunda,” 

65, In a field assigned for public Parpoces in the village of Chaloda, 

Beas taluka Dholka of the Ahmedabad District, was found, 
on the 22nd May 1909, treasure consisting of 52 
Sakai rupees, 

66. At Walad, a village in the Daskrohi taluka of the same district, was 
found, near the bank of the Sabarmati, on the 5th August 1909, treasure 
consisting of 31 old silver coins called kories. } 

67. Onthe 18th January 1909, treasure consisting of cash, Rs, 64,4 

golden Powehi, a pair of silver goth, and a brass pela 
| was found while digging the old foundation of his 
house by a Mahar named Rama calad Bhuram of Ghorpadi Zagdiychi Vali, 
It is of no archeological interest. alk 
68. Certain labourers while digging the ground belonging to the Patil of 
2 as Dohori, taluka Jamner, East ‘Khandesh District, 
Depa found, on the 7th May 1909, 20 Chandvadi rupees 

and a coin equal to half a Chandvadi rupee, 

69. Hidden in an earthen pot, buried in the wall of a dilapidated temple 

eins of Vithoba, belonging to Vithal calad Ganga Golsare, 

ore of the village of Kundevadi, taluka Sinnar of the 

Nagik District, was found, on or about the 25th April 1909, the sum of 

Rs, 5-8-0 (consisting of 2 old Muhammadan rupees and all the rest of British 

mintage—Rs, 5 of 1835, Hs, 32-8-0 of 1840, Rs, 6 of 1890 and the rest Rs. 8 of 
different years from 1890, 

70, On or about the Ist July 1909, treasure consisting of one foda of 
silver and 10 big links weighing 172} folas and other of the same metal having 
9 small links weighing 52} tolag and 3 small pieces of silver of about annas 10 
in weight, was found in Survey No, 77 of the village Virane, taluka Malegaon 
of the same district, It is of no interest archwologically, 

71. A find, co onoleie | of 44 silver coins, viz., 13 coins of the time of Shah 

Sees Shujahal Malak, 16 of Muhammad Shah, 3 of Mah- 

Larkhans ' mud Sbah, and 12 not recognizable, was made on 
the 24th February 1909 by certain boys from the old village site of Maraph- 
pur, in the Dada taluka of the Larkhaoa District, aol 

72. The Political Agent, Rewa-Kantha, forwarded a letter from the 

an arbhari of the Lunavada State, dated the 5th June 
Rewa-Kantha. 1909, in which he said “a number of silver coins 
were found at a village called Chhogala, Four of these coins were sent to the 
Secretary to the Trustees of the Indian Museum, Natural History Section, 
Calcutta. The report received from this officer shows that they belonged to 
the medimval age,’ 

73, In Survey No, 163 known as « Kumbhar Hola” of the village Ingali, 

', +n the Hukeri taluka of the Belgaum District, were 
ne pen la found, on the 15th July 1909, 10 gold and silver 
ornaments, but of no archeological interest. 


a2 
74. Inthe same district, in the village of Majalhatti of the Chikodi 
taluka was found, on the 15th July 1909, treasure consisting of 4 gold and 
silver ornaments but of no interest archwologically, 


75, On the 17th May 1909, treasure consisting of Rs, 18 was found in an 
earthen pot buried in the “Gabhan ” of Kalyansang 


gerry Partap in the village of Pakhajan, taluka Vagra, of 
the Broach District, 
AIIL—MUSEUMS. 


76, Progress with the Prince of Wales Museum, Bombay, is slow. The 

li basement walls are now a few feet above we, A 

Jon ch Board of Trustees has been constituted. In addition 

to the collection gathered together for the museum, and mentioned in my last 

progress report, two wooden panels containing old Portuguese figure sculpture 

have been secured, and are at present in the custody of the Collector of 
Thana, 

77. During the year 1909 the "Bombay Branch of the nove) Asiatic 
Society’s Museum received the following addition to their coin cabinet, The 
number of coins added to the museum was 77, of which 4 were gold, 54 silver, 
18 copper and 1 of mixed metal, silver and copper. Of the total 77, 13 were 
presented by the Collector of Panch Mahils, 12 by the Jabna Darbar, through 
the Political Agent, Bhopawar, 1 by the Agent to the Governor-General in 
Central India and 1 by Miss Chubb, The rest were presentations to the 
Society under the Treasure Trove Act from the Governments of Bombay, 
Madras, the Punjab, the United Provinces, the Central Provinces and Eastern 
Bengal and Assim. 


78. The Victoria and Albert Museum, Bombay, has had the misfortune 
to lose its gold coin collection by theft, and the thief is as yet at large, 
During the year ending 31st March 1910, two Hindu Mythological figures and 
one stone image of an old warrior were added to the collection from the 
Mamlatdar of Ron. 


79, During the year 1909-10 the Poona Archzological Museum, in my 
charge, has been enriched by the following coins 
ear received as presents under the Treasure Trove Act 
and purchased, vés., 20 gold, 63 silver, 298 copper and & lead coins, It also 
received from the excavations carried out at the. uddhist stipa at Mirpir-Khas, 
Sind, 5 big terra-cotta Buddha images (one being headless), 1 small Buddha 
image, 1 image, possibly of the prince who provided the money for building the 
stiipa, 96 clay votive tablets, one stone cofler which held the relics, 2 small 
earthern pots placed on either side of the coffer, 46 copper coins very much 
corroded (since cleaned) and a quantity of sculptured ricks, 6 plaster casts 
from old seulptured bricks, and 11 old water colour paintings. Since the close 
of the official year we received from Mr, W. Burns, i. ae: Department, 
21 copper coins dug up at Bassein, among them being old Indo-Portuguese, old 
Bombay, and Maratha coins, together with a small metal statuette, 
80. The curator of the Junagadh Musewm reports that it contains a 
Suns ciel. rare and very interesting collection of antiquities such 
_ 48 the relics of Buddha, discovered from the Borja 
stipa in 1889 A. D., the old silver coins of the Kshatrapa kin Nahapana 
and other kings of the same dynasty, silver and copper coins of the Gapta 
dynasty and of others. The copper plate inscriptions of the Valabhi King 
harasena II dated 571 A. D., of Shiladitya or Dharmidity dated 605 A, D,, 
and of Balavarma and Avanivarma dated 693 and 900 A, D. respectively and 
some memorial stones of 1413 A. D, | 


A fragment of the stone inscription in old Sanskrit, of Rudrasimha the 
son of Kshatrapa King Jivadam dated (the saka year) 228, Vaishakha Shud 7 
corresponding to 308 A.D. discovered at the igging carried on in connec. 
tion with the Shahpore-Kutiyana Railway, near Vanthali, the ancient Vamana. 
sthali under the State. , 
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It may be mentioned that a collection of old silver coins of thick size and 
commonly called “‘ Gadhaiyas” bearing no legend or date, and one or two gold 
coins of one of the Sultans of Gujarat, were reported to haye been discovered 
from the Dharagadh-Yardev of traditional fame situate just outside the Juna- 
gadh city at its north-east corner and probably occupying a portion of the bed 
of the once well-known lake Sudarsana, 


81. The Watson Museum of Antiquities at Rajkot acquired, during the 

patnet: year under report, 4 additional rubbings of copper 

‘pti plates found at Timana, Porbandar and Morvi, and 

various copper coins old as well as new but of no special interest. Among them 

there is one silver con—Ral—weighing two folds and a quarter with eagles on 
both sides. | 

a cde 82. The Baroda State Museum reports no addi- 

, tions of archmological interest during the year. 
83. The Honorary Seeretary of the Barton Museum, Bhavnagar, reports 
~~ that no important apr ere has been made in the 


Bhavoagar. antiquarian section o the museum during the year 
1909-10. 

* 84, No additions have been made to the Victoria 

eae Jubilee Hall Museum, Udaipur, 


XIV.—_COMPILATION OF LISTS, 


s5. Mr, D. Rh. Bhandarkar’s touring with the object of gathering material 
” for the lists of antiquarian remains In Rajputana was 
Rajpatanh. continued last season. An account of his discoveries 
is given in Part II of this Report. 


86. Mr. C. W. M. Hudson’s revision of the Bombay lists, so far as they 
| | refer to his district of Dharwar, has been steadily 
ee, prosecuted, and a great many new entries have been 
added, while some old ones have been amended, In addition to the gentlemen 
mentioned in my last Progress Report as having assisted him in this work, we are 
indebted to the following for similar help, and, through the Collector, we tender 
them our best thanks for their valuable lists—Mr. Hudson’s Chitnis, Messrs. 
Mangesh 8, Kumta, Ramrao 8, Dharwarkar, Mamlatdar of Navalgund, Ven- 
kanna Naik, 8. V. Sidenur, Mamlatdar of Ron, M. R, Harpanhalli, Mahalkari of 
Mundargi, B. Shirolkar, Acting Mamlatdar of Karajgi, G, V. Masur, Mamlatdar 
of Hangal, and R, G. Rayadurg, Mamlatdar of Gadag. Rao Saheb Venkatesh 
Shrinivas Naik of Ranebennur, whose help I had the pleasure of acknowledging 
<n my last report, has sent in a farther list of inseribed slabs, accompanied by 
small drawings of each, yhich will make the future identification of these 
records comparatively easy, I again thank him sincerely for his assistance, 





XV,—PUBLICATIONS. 


97. Beyond our annual pros report for 1908-05 no separate public- 
ation has been issued by us. contributed articles upon the ancient temples 
at Aihole, and an old painting of the late Colonel Tod, the Author of danals and 
Antiquities of Rajasthana, to the Archwological Survey Annual. | 

$9. Mr. Bhandarkar published the following papers :—On the Chaumukhe 
temple at Rampur in the Archeological Survey Annual, and Epigraphic notes 
‘1 the Journal of the Bombay Branch of the Royal: Asiatic Society, and Atpur 
inscription of Saktikumara to the Indian Antiquary. 


XVL—CONTRAVENTION OF STANDING ORDERS. 
99. Again, | am glad to say I have nothing to report. under this head for 


the last year. 
s 640-9 
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XVII.—OFFICE LIBRARY. | 
eased during the year by the following 
ere na the Indian Coins in the British Museum, Andhra and Kshatrapas 


Catalogue of Coins in the Phayre Provincial Museum, Rangoon. 

Imperial Library Catalogue, Index Part II. 

Records, Vol. No. 2 from the Canterbury Museum, Christ Church, New Zealand. 

Lieutenant-Colonel G, F, W. Braide’s Pamphlet on the use of the Quinine as at 
Prophylactic against Malaria in the Panjab. 
Descriptive Catalogue of Sanskrit Manuscripts in the Library of the Sanskrit 
College, Calcutta, No. 26. i“ 
Descriptive Catalogue of Sanskrit Manuscripts in the Government Oriental Mann- 
scripts Library, Madras, Vol. 6, DAarmaéatra. 

Mysore and Coorg from the Insoriptions, by B. L. Rice. 

List of Archmological Reports published under the authority of the Secretary of 
State for India. 

Balletin No. 41, Bureau of American Ethnology. 

Bulletin No. 42, Bureau of American Ethnology. 

Archwological Survey Report of the Director-General of Archmol in India 
Part I for 1907-08, _ 

Archwological Survey Annual for 1906-07. 

Annual Progress Report of the Assistant Archmological Superintendent for 
Epigraphy, Southern Circle, for the year 1908-09, 

Annual Progress Report of the Superintendent, Archwological Survey, Eastern 





Circle, for the year 1907-08. 
Annual Progress Report of the Superintendent, Archsological Survey, Eastern 
Circle, for the year 1908-09. ‘| 


Annual Progress Report of the Superintendent Archwological Survey, Frontier 
Circle, for the year 1908-09, a isi si, 
Annual Progress Report of the Superintendent, Archmological Survey, Northern 

Circle, for the year 1908-09, 2 ia ve 
Report on the Coins dealt with under the Treasure Trove Act daring 1908-09 j 
the Central Provinces, ae ee 
Inscriptions Sanskrites de Campa et du Cambodge. 
Inscriptions Italiac Mediac Dialectical Edidit Jahannes Zvataieff. 
Storia do Mogor, in 4 Volumes. 
List of Photo Negatives of Indian Antiquities in the Collection of the Indian 
Museum, Calcutta, with which is incorporated the list of similar negatives, 
qed: Report (1906-07 in Gujarati) of the Watson Museum of Antiquities, 
tle gee (1907-08 in Gujariti) of the Watson Museum of Antiquities, 
Rajkot. 
hth tae (1908-09 in Gujarati) of the Watson Museum of Antiquities, 
List of Ecropeans and others in the English Factories in Bengal at the ti 
the Seige of Calcutta in the year 1756 | psi 
Old Fort William and the Black Hole, 


Early Records of British Indis, 
The Languages of India. 


The Hymns of the Rigveda in the Samhita text by F. Max Maller. 

The Hymns of the Rigveda in the Pada text. . 

Catalogue of Persian Manuscripts in the Library of the India Office 

Alphabetical Catalogue of tho Moghul Coins in the Central Masoam, Nigpor, 
rial Gazetteer of Indis, Bombay Presidency, Vol. I. 


Tesiparial Gazetteer of India, Bombay Presidency, Vol. IL. 
Gazetteer of the Province of Sind, Volume A, 
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Ss nit of the Working of the Rajputéni Museum, Ajmer, for the year 
The Tomb of Akbar. 

Pallava Architecture by Rea. 

Memoirs of Jahangir. 

Historical Landmarks of the Deccan by Haig. 

Ruins of Mandi. 

Indian Antiquary, current numbers. 

Epigraphia Indica, current numbers. 

Journal of Indian Art, current numbers. 

Oriental Bibliography, Volume XXI, Parts II and ITT. 

Oriental Bibliography, Volume XXII, Part I. 

Quarterly Lists of the Gazetted Officers in the Archwological Survey Department. 
Bombay Quarterly Civil Lists. 


XVIIL—ANNUAL EXPENDITURE. 


91. The expenditure of the Western Circle of the Archwological Survey 
of India for the year 1909-10 amounted to Rs. 25,369-0-2. The details are :— 


Rs. a Pp. 
Salaries ++ a ce .. 19,116 8 10 
Travelling allowances one ww 3,464 4 9 
Contingencies including excavation OS 160 uae 
Total ... 20,369 0 2 

: 


X1X.—-PROGRAMME FOR 1910-11. 
92. Icannot draw up a detailed programme for next season's work, nen by 


Sia a oa ‘bes that time I shall have retired, and my successor Wl 
Superintendent's tour. be a stranger to the Presidency and ys monuments, 
Without some personal knowledge of the latter, and the larger conservation works 
in | , he will hardly be able to advise upon the proposals for repairs that 
may be received, I wou. d, therefore, recommend that he should at once visit 
the larger centres of archeological remains and conservation work, and get 
himself acquainted, as soon as possible, with what there is and what is going on. 
T would also advise his doing some mom excavation work in Sind, especially 
upon the Buddhist stipa near Tando Muhammad Khan and Depar Ghangro, 

f Government approve of this, he could draw up a more detailed programme 
and submit it after we have talked matters over together, 

93. Mr. Bhandarkar will follow up his last season’s work from where he 
| left off, and continue visiting places in the Jodhpur 
pee Superintendent’’ Kichangarh, and Jaipur States. Some of the more 

important places known to possess antiquarian remains 
are Asarlai, Chawandia, Pic yak, Badlu, Nagar, Amva, and Kakodia, 
HENRY COUSENS, 
Superintendent, Archwological Survey, 
Poona, 12th July 1910. Western Circle, 
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PART Il, 


94. The most interesting and important work of the Circle, during the 
last touring season, was the excavation of the Buddhist sfipa at Mirpiir-Khas, 
near Hyderabad (Sind), The following account of this was sent to Government 
at the time. Read my last Progress Report (for the year ending 3lst March 
1909), paragraphs 131-135. For “ten acres” in 131 read “ thirty acres,” 


95. I arrived at Mirpir-Khas on the 19th January 1910, but found that 
tara our office kit, which had been sent pid Karachi, had 
Bhat not turned up, It came, however, on the 21st. As 
soon as I could arrange for coolies I started digging at the stiipa. As the 
mound was practically without shape or form, save that the central core of 
sun-dried bricks, rising above the rest, roughly indicated the middle of the 
sttipa, I drove trenches in towards the centre from the ground level on the 
outer margin of the slope on the south and east. This was to try and strike 
the edge of the pakka brick basement of the sfitpa, if such existed within the 
mound, I had onl fast started this when I had to obey a summons to visit 
Mandu in Central india in connection with the conservation work going on 
there. It was the 2nd February when I returned to Mirpir-Khas, While 
away, I left my men in charge of the digging. On my return I found they 
had struck solid brick-work in both cuttings, and, upon following the edge of 
this, I found it to be asquare foundation. It was not long before we located 
and unearthed the S,-E., 8,-W., and N.-W. corners. But, before finding these 
corners, I had directed a cutting from a higher level upon the south le into 
the centre of the mound as nearly as I could guess it, On finding the corners 
of the foundation 1 was able to locate the centre with greater confidence 
(Photo, No, 3428), 

96. Down through the centre, a well, about 10 feet in diameter, was sunk; 
while, at the same time, further opening up of the brick basement was being 
made. This well was sunk in the hope of coming upon a relic chamber in the . 
heart of the stipe ; but of this I was somewhat doubtful, since it was recorded 
that Mr. J, Gibbs, in 1859, excavated the base of a brick thal at this place, 
and found a vase of fine earthenware containing some pieces of crystal and 
amethyst. But then, again, I considered that, if this had si a relic casket, 
he would have had something more to say about it, and so I settled down to 
find out for myself by yoing to the bottom of the mound, 


‘97. ‘I began also to clear the débris around this core of kacha brick-work, 
in which I expected to find some of the fallen carved and decorated brick-work 
from the upper walls that had been destroyed, and succeeded in unearthing 
‘many fine fraguetite displaying an endless variety of designs in Greek fret, 
delicate scroll work, grotesque faces and figures, lotus leaf mouldings, 
figure medallions, chequer work, basket patterns, etc, (Photo. No. $456). 


98, While at this work on the south side of the mound, the diggers, 
working near the surface, rolled away a fine head of a Buddha, and, upon 
examining the spot, I found it belonged to an image which was buried just 
below the level of the rough pom upon which they were working. Clear- 
ing the earth and brick débris from afound this image, it was seen that it 
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lnssification of monuments for conservation purposes is as follows :— 
1—Those monuments which from their present condition and historical or archmological 
value ought to be maintained in permanent good repair. | 
ee menor which it is now only possible or desirable to save from further decay 
y such minor measures as the eradication of vee tation, the exclusion of water from 
the walls, and the like. i 
If]. —Thoss monuments whioh from their advanced stage of decay or comparative unim- 
portance it is impossible or unnecessary to preserve. | | 
The monuments in classes I and I are further sub-divided, thne— 


Tifa) aud 0(a)-— Monuments in he Ddeecasion or charce af Gace 
Serge sia = in the possession or charge of G 








| : nt or in respect 
overnment must undertake the cost of all moasures of conservation, 


“rope 5 = ern in the possession or charge of private bodies or 
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oceupied a niche in a ruined wall running east and west and facing south. 
] then examined the edge of this platform, upon the north side, and soon found 
the tops of some of the pilasters of the same wall on this side, I had thus 
found the edges of the remains of the walls of the great square basement upon 
which the round tower of the sfapa stood, and men were set to work to follow 
this all around. Up to this moment I had little hope of finding anything very 
definite in the way of walls. 


99, It was now found that the whole of this basement wall, on all four 
sides, had been carefully embedded in burnt brick, laid in mud, for a distance 
of some ten to fifteen feet or more out from the walls, On laying bare the 
walls, down to the original ground level, the reason for this was Very apparent, 
It was found from the lines of the great mouldings, running round the base- 
ment, that the walls had bulged out, and had also sunk in the centres some 7 or 
$ inches, due, no doubt, to the immense dead weight of the superstructure and 
the very poor foundations provided. The danger of a collapse of the whele build- 
ing must have been so imminent that this wholesale buttressing up was the only 
recourse left to prevent a disaster ; and to this burying of the walls is due the 
good state of preservation ‘a which we find what is left, and particularly of 
the images of the Buddba in the panels, I, at first, thought it a device to hide 
the imayes from the eyes of the early Muhammadan invaders, whose icono- 
clastic tendencies, in those early days of Islam were very pronounced ; but even 
a casual look at the basement is sufficient to shew the real reason (Photos, 
Nos, 3429-3441). 


100. The most perfect of the four walls is that on the north side, which 
I think, rises to within about two and half or three feet of ita original height. 
Each of the four walla isa little over fifty feet long, and the north one rises, 
as it stands in its partly ruined state, to a height of 14} feet, It is built of 
brick with a very fine smooth surface. The moulded basement is 64 feet high, 
and consists of mouldings as shown in the photographs accompanying this report, 
_ Above this the walls are divided longitudinally into five spaces by two corner 
and four intermediate pilasters with bases and capitals, The cornice mould- 
ings above the sadiede are gone, and it is only one pilaster that ‘still bas 
a portion of its capital remaining, The corner pilasters are square below and 
sctagonal (Huted) above, Each of the five bays has a large niche with orna- 
mental drip stone above, In each of the three central niches is a seated Suddha 
in the contemplative attitude, with both hands in his lap, while in the outer 
panel, at the east end, is a complicated trellis pattern looking like a trellised 
window. The corresponding one at the west end is missing. The east and 
south walls are similar in design to this. The Buddhas are in terra-eotta, and 
have been painted—fair comp exion, red robes (rather a foxy red), and the hair, 
eyebrows and pupils of eyes ' lack, Over each image is a fine layer, about 1/32 
of an inch thick, of what I at first thought was plaster, but which I found to 
be, rather, a very thin coating of su erior clay which had apparently heen 
ameared over the raw clay image an baked with it, so as to give a finer 
surface for painting upon. This peels off in places, but is quite red, like the 
body of the image, throughout its thickness. Buddha wears the robe over 
hoth shoulders and down to the foat. Most of these images have a circular 
mark on the forehead, between the eyebrows, represented by a small incised 
circle (the arpa). The seat of the image, in most cases, is the double lotus seat, 
but the central image, 00 the south and east sides, Is seated upon a four-legged | 
settee. 

101. The western face of the basement differs from the other three, and 
would appear to have been the principal or front side of the monument, Pro- 
jecting from this face has been an addition, which it 1s difficult to understand, 
owing to its being in such a ruined condition, Ata point 15 feet from either 
end of this face the wall comes forward at right angles 2 feet where there 1s a 
small corner pilaster, From these pilasters the wall runs parallel, on either 
side, to the face of the baxement 20 feet. The middle portion between these 
two points is much ruined, but, upon excavating the débris, I found there were 
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three smal! shrines set in the body of the basement—one in the centre, facing 
west, and one each on either side of it at right angles to it, In the débris and 
fallen brick-work, here, were found over a hundred unbaked clay votive tablete, 
one baked clay mould for making them, and thirty-six corroded circular copper 
coins (Photos. Nos, 3442-3449), 


102, These small*shrines, no doubt, held portable images of the Buddha 
which were probably carried away. But in the centre shrine was found a 
fineimage, 2°6° in height, of a prince or king, with a curled wig, and 
resting his left hand upon a wallet or money bag slung round his waist, It 
may be a portrait statue of the person who supplied the funds for the building 
of the stiipa (Photo, No, 3453), 

103, Whilst the work of the excavation of the walls was going on, the well 
in the centre of the mound was sinking steadily, until the evening of the 
19th February, when pakka burnt brick was struck in the middle of the floor 
of the well. Work was stopped until next morning. From the time of the 
unearthing of the Buddha images in the wall panels, an all-night watch of 
four men was put on the’mound to guard against any attempt at mischievous 
mutilation, 


104, The Commissioner in Sind, the Deputy Commissioner of Thar and 
Parkar, of which district Mirpir-Khas is now the head-quarters, and two other 
officials, had arranged to come out and visit the mound on the morning of 
the 20th, They were thus fortunately present at the opening up of the 
brick chamber, and the finding of the relic cuffer and relics, ‘The cubical mass 
of burnt brick-work measured about 3’ 6” each way and about 2 feet deep. Upon 
lifting a couple of layers of brick from the top, a little square chamber or well 
was discovered within, about 15 inches square and 12 inches depth, in the centre 
of which, and fitting it fairly, was a large roughly-shaped circular stone. 
In each of the two corners beside it, the S.-H, and S.-W., was a little red earthen 
pot, with narrow mouth, full of sand, The other two corners were empty, 
The chamber was set with its sides north and south, and east and west, Upo 
the top of this stone, which was the relic coffer, was a quantity of grey sand, 
such as ts found a few feet below the surface here, in which were fat coral 
and gold beads, very minute seed pearls and some grains of wheat. The upper 
stone was then carefully lifted, when it was found to be the lid of a heavier 
stone lying beneath it. In each stone, in the middle, had been scooped out 
a conical hole about 3 inches in diameter, that in the lower stone being about 
3 inches deep and that in the upper, or lid, little more than one inch, The 
of the two stones were not very smooth, so did not produce complete 
contact with each other all over (Photos, Nos, 8451, 3450 and 3456), 


105. In the middle of the hole in the lower stone, packed round with grey 
sand, was standing a little crystal phial, 22 inches high by about one inch wide 
at its widest part. It is six-sided and tapers slightly to the mouth, around 
which is a thick lip, and over which was placed a silyer cap much corroded. 
On the top of the cap had been placed a copper ring, perhaps a finger ring, but 
very much encrusted with verdigris which had fastened it to the cap. In the 
sand, around the phial and around the stone coffer, were found more coral and 
gold beads, a very small gold ring, crystal beads and ten copper coins, These 
coins are much corroded, but it is hoped they may’ be cleaned sufficiently to 
The note ede tier) are bout # inch square and about } inch thick. 
The cvins already mentioned as having been found on the west face of the. stipa 
basement are circular, 


106, An examination of the crystal phial, the lower half of which was 
encased in silver, much corroded, shewed that the bottom of it did not exist, it 
having been broken off. The silver casing was added to the bottomless bottle to 
form a new bottom. Within this phial was found a small cylindrical silver case, 
with lid at end like an ordivary tin case, about the size of <ths of an inch length 
of ordinary lead pencil, being rather more than a quarter of an inch in diameter, 
It had been wrapped round with gold leaf. .As the lid was corroded on to tha 
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ease it came to piece a +rcin | : rch Bis 
Id one, x'gths of een ee to remove it. Within this case wae a smaller 
: ne, 16" | inch long and y’gths of an inch in diameter, with sli 
lid as in the case of the silver one, but in perfect preservatio 7 eh his slide-on 
- pristine lustre. This was opened, and its contents suena t ik ; pec 
eet of per (not at the sfipa, but at the bungalow before th m eee 
regen 1a ve). Its only contents was a small grain tegeiaes ule Sess 
he size of a pin’s head, and a few specks of dust, This was a Siar about 
we began to fear we bad drawn a blank,* until [ tilted up th SLES and 
of which came nearly an egg-spoonful of mouldy brown P tae, phial, out 
lum) ys amongst it, The larvest lump, about a naaeteces rs : ie soins small 
of an inch thick, has the curve and texture of ais aeyseate 0S r 
S ealben! ao oe of a rest, under a magnifying glass, leaves Kttle 
-geonuane ly ut that the powder is human funeral ash, and theref the 
relic sought. There was far too much to go into Id aslewavigsd 
that reason. it was placed in the bottom of the Stal, at the pe pales a for 
eases also being enclosed, since they had been Spy Marae ee ocd Pe 
sanctified to that use. ) &: for. 1h, end. were saeace 
a 107. In the débris from the west face, were found p 7 
i htegee He rappin bearing Images of Kuberm wearing a jowelle ie | 
ALE ae hich fow down u on his shoulders | rp, Cf Se PP 7 he 
stout with a big paunch, In nia right hand, sated raised athe : 
he holds a lotus, and in his left, upon the left knee, a depleted money bag. mie 
O08. +n — | . j= « 
pel «Ais hges Magar about the efipa was the relic coffer, everything else 
109. In the Buddha panels, in the walls eis int emplati a 
while on the tablets we find him in the tou tuthe perigee cider 
In the last he sits European fashion, with his legs hanging down in ae f ke 
seat, Many of the tablets have nothing but attenuate dagobas upon eam r 
rather a Burmese pattera; and, on most, both with Buddha and the dagoba 
anne is found the Buddhist formula in letters of about the 7th or 8th scary: 
i; a vary In size from about 6 inches to about 2 inches, in the longest 
110. After sending in the above re ort I have read the copy of a letter 1 
the Bombay Gazette of the 9th March 1910, said Malo ee .. ee 
Swetambur Conference, Bombay, to the Commissioner in Sind eluimin ta 
the “idols” discovered at the stupa at Mirpir-Khas are Jaina images. weir 
i. I may say at once that I have ever found the Jai enidh 
ign rant of the iconograph of their own religion, To say renga a vope 
stupa at Mirpir-Khas are Jaina is simply absurd, and the veriest tyro in the pe 
of Buddhism and Jainism does not need a second glance at them to know whet 
they are. T had a visit from a party of four Jaina gentlemen from Karachi 
who said they had heard that a Jaina mandapa had been unearthed here and 
that they had come to see it, They may have been sent in connection with the 
enquiries that the Conference said they were making, but they did not SAY 80s 
However, I think I convinced them of their mistake in supposing the sites to 
be a Jaina erection. They called one of the Buddhas on the walls Parasnatha, 
notwithstandin the fact that Parasnatha always has a snake hood canopyin ) 
his head, which this had not, Jain images are always nude to the waist, Ant 
in the case of Digambar Jainas, nude altogether. These images have voluminous 
robes covering the entire person which are painted a dark red, the features 
being @ wheat colour. The letter says, a5 distinguishing one from the other 
mi Buddha who in contradistinction to having both hands in the lap of the eK 
is always represented as having only his left hand in the lap and his right hand 
a little 2d above and taken as high as his bosom.” Now, it so happens that 
in the votive tablets, that I have found, Buddha is in the earth-touching 
attitude, #, @. with one hand in the lap and one pointing down over his knee, 
and also in ths teaching attitude with both bands raised in front of the bosom. 
have preserved, ia a relic, and that there 
this more fully in my 
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Inthe last he has his legs hanging down from the seat, European fashion, and not 
cross-legged upon the seat as is the invariable attidude of the seated firthamkara. 
Above all, beneath the images on the votive tablets, is the Buddhist formula, 


112. A fuller account of the sfipa with plans and photographs will appear 
in the Archwological Survey of India Annual. 


113. Before leaving Mirpair-Khas I had arranged with the Public Works 
Department to have a wire fence placed around the stipa, and I handed over 
charge of the monument to the Deputy Commissioner, who has sinee had it 
declared as a protected monument, 


114. I have come to the conclusion that in Sind, in the early centuries of 
the Christian era, the prevailing religion was Buddhism, and that Buddhist 
establishments were thickly scattered over the whole province, Some of the 
remains of these which promise to outnumber Hindu or Brahmanical remains, 
are now coming to light, and one of the reasons why they have not’ been disco- 
vered earlier is that they have not been spotted by any one capable of recognizing 
them, For instance, the sfipa which stands close beside the railway, near 
Tando Muhammad Khan, which cannot fail to be seen by all who pass by was 
supposed by an official, whom I met, to be a survey bench mark—a tower some 
fifty feet high | 


115. This last tower which stands beside the railway line, about six miles to 
Sree: Beds) ere the north by west of Tando Muhammad Khan, emerges 
Fone ct ay), ORs a hillock of débris, being constructed of Soncthiad 
brick, Its sides are scored by the rains of centuries, The outer ornamental 
casing of burnt brick has been removed, but in the débrig may be found many 
sculptured fragments, shewing that the work must have been of the same style 
as at Mirpir-Khas, The sfipa must have been considerably smaller than the 
latter. The season was too far advanced to attempt any excavation work upon 
it, and it is reserved for next season, 
116. About 2 miles to the north-west of this, on the top of the hill, are 
the remains of another small sfipa, which consist of a few heaps of débris, 
These sfipas were first ite to my notice by Mr. F, Wright, when he was 


Execujive Engineer, Fuleli Canals, 


117. In the Journal of the Bombay Branch of the Royal Asiatic Society, 
Volume V, page 355, is a notice of a Buddhist sfipa upon a low flat-topped hill, 
stich a about three and a half miles south by west off hirruck 
rs on the Indus, which was excavated by a Mr, Cole 
about 1853. At present there is nothing but a shapeless low heap of brick 
débris, in which there is hardly half a dozen carved bricks to be found, and no 
fragment of the walls remaining. In the centre, a hole had been dug to the 
ground level. There are signs of basements of other rough rubble buildings 
upon the hill top; there must have been a small community up there at one 
time. A number of carved bricks from Mr. Cole’s digging was sent to the 
Bombay Branch of the Royal Asiatic Society, which may still be seen in their 
Museum. The plan given in the Journal is very inaccurate and must have been 
made from memory, Most of the bricks measure 18” x 10}” x 21", 


118. The village of Pattadaka], upon the bank of the Malprabha, lies about 
Serr eight miles in a straight line west of Badami railwa’ 
ee ah station in the Bijapur district, but by the cart-trae 

round the hills it is twelve miles, It is ‘a six miles from Aihole, the ancient 
temples of which lace have already been described in m previous report, 
It is but a small village, not so large as Aihole, but like it full of the remains of 
other days, when the early Chalukya kings ruled the land. Pattadakal was 
mane d their principal religious centre while Badimi was their civil capital, 
There are, within the village, two very old temples more or less the worse for 
centuries of weathering and neglect, while outside, to the west, is an old Jaina 
temple, and between it and the village the ruins of another, 


119, Contrasted here, more strikingly than at Aihole, we have the northern 
and southern types of 4ikheraa or towers, and these were erected 1oug before the 


Tb. 


Ta. 
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hybrid. medieval Chalukyan style was evolved. The difference between these 
two types is very marked, the one rising in the heavy horizontal storeys of the 
south, and the other in the lighter and more graceful vertical lines of the north. 
Pattadakal seems to have been a point upon the dividing line between the styles, 
where they both over-lapped. 


_ 120, Of all these old shrines, one only is in use as a religious building, and 
that is the largest, the temple of Viripaksha, facing the river. Fortunately 
this one has a number of inscriptions, from which we gather, not only the date 
of the erection of the building, but the circumstances under which it was built, 
towether with the builder's name. It was built for queen Lokamahadevi in 
celebration of her husband Vikramaditya IT having thrice conquered Kajchi, 
in the eighth century A.D. There is very great resemblance between this 
temple and its sculptures and the great monolithic temple of Kailisa at the 
Elura caves, which is more than accidental, and it may easily be accounted for. 
Vikramaditya, when he sacked Kafichi (Conjeveram), was no doubt so struck 
with the temples he found there, that he brought away architects and workmen 
to construct one on the samé lines in his own capital. During the reign of his 
eon Kirttivarma I, the Rashfrakiitas under Dantidurga invaded the Chalukyan 
territory and practically wiped out that dynasty for the time being. At this 
time this king was excavating caves at Elura, where we find, among them, the 
great monolithic temple of Kaildsa already mentioned, It is more than probable, 
then, that Dantidurga, or his successor, having seen the fine temple of 
Virapaksha, or Lokesvara as ‘¢ was first called, had it copied in the rock at 
Elura, where it is the furthest north of any Dravidian temple that we know. 


121. As 1 intend contributing an illustrated article upon the old temples at 
Pattadakal to the Survey Annual I need not go into further details about 
them here, 

122, Badami, another centre of the older Chalukyan work, was the early 

3 capital of that dynasty when it was known under the 

ae ht name of Vatapi. Here we have an important group 
of.caves, partly Hindu and partly Jaina, The town with its lake behind it is 
held +n the embrace of the hills which circle around them, throwing out fortified 
horns to the north and the south. The temples here, though some are as old 
as the oldest at Pattadakal, are smaller and plainer than those at that place, 
An interesting find that we made here was a temple of Lakuliga, with a sented 
nude image of that deity in the shrine, The image had been broken in halves, 
The temple stands to the back or east of the Bhitanatha group, on the east 


margin of the lake. 

123. Not far from this temple, and under the beetling cliffs to the south-east 
of the tank, is a great fallen mass of rock, leaning against the cliff, It has 
so fallen as to form a natural cavern beneath it, entrance to which is by crawling 
under the rock, where a long tunnel+like opening is left, On the cliff face, inside 
this cavern, is carved a large image in & Buddha-like posture. But it is neither 
a Buddha nor a Jina. The image is bejewelled with necklaces, bracelets, and 
anklets, carved in the stone, and wears the sacred thread ; the hair, so far as 
can be seen where not encrusted with chunam and oil, is in knobbly curls, and 
there is the Buddha-like lump on the top of the head, The legs are in the 
usual cross-legged position. The right hand, which 1s raised from the elbow 
before the breast, b ids a mala or rosary, the beads of which are being 
passed between the fingers. The left hand rests, Jina-like, in the lap, palm 
ites throne, the front of which is divided 

24. The image is seated u on a lion throne, the front of which 15 divide 
into cea Seats In shea middle is @ hon standing or sitting straight to 
the front, while the end panels have each a lion in profile looking outwards, On 
either side of the image is a chauré bearer, and behind him is the usual throne. 
back as found behind images of Jinas, The whole image has been fouled with 
constant oiling, and the top of the head d forehead are a dirty shiny white, 
as if plastered with chunam or white paste and oiled. | 

9=  Thestory in connection with it is that, once upon a time, there was a 
raja taal, seg afflicted with white leprosy, who, on coming to Badami, 
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was cured of it, This is his image, it being known locally us Koshatraya, i, ¢., 
the réya@ who had “kushia” or white leprosy. It is evident that the story 
has been suggested by the white shiny patch on the head, 

126. Beside it, on the rock,a little way to the right of the figure, is a 
very small image of a fat little figure, | j 

127, It has more the appearance of a Bodhisattva than anything else. 
Behind the head is a nimbus, while, above it, are the branches and foliage of a tree. 
Or can it, by any possibility, represent the Rashtrakifa king Amoghavarsha I 
(Cir, A, D. 850) “ after he had abdicated the throne in consequence of the 
growth of the ascetic spirit in him?”’* He was a most devout Jainaand took a 
very active part in religions matters. It is possible he may have retired to 
Badami, and have spent the remaining years of his life in or near the Jaina 
cave, which, at that time, was, perhaps, two hundred years old, 


128, An important Hos which I have been fortunate enongh to make 
luring the year, was a great quantity of copper coins 

FP ey of the ‘Adil Shahi dynasty of acc Camnesel 
which there are at least eight types of the kings 

Ibrahim I[, Muhammad and Sikandar, two of those of the first named king 
being particularly beautifully designed coins. The Rev. Dr. George Taylor of 
Ahmedabad has helped me in a preliminary examination of these, but there are 
many doubtful points in their reading which have yet to be settled. These are 
pire A interesting since ‘Adil Shahi coins have not, as yet, been published, 
nor included in the lists of any museum that I am aware of, | 





* Eurly Hutory of the Decean, p, 69. 


PROGRESS REPORT OF THE ASSISTANT SUPERINTENDENT. 





BOMBAY. 


1, In my last year’s Report I have stated that I was at Mandor for two 
months, helping the Director-General of Archmwology, who was excavating 
some old ruins there, In fact, I was there till about the middle of April 1910. 

= From Mandor I proceeded to Junagadh in Kathia- 
Junagadh. = | sy Pema. ete sth: Fe ; 
war to prepare estampages in duplicate of the ASoka 
edicts, under the instructions of the Bombay Government, (teneral Department, 
communicated in their letter No. 5086 of 12th August 1908. The estampages 
were taken and duly despatched to the Director-General in order to be for- 
warded to Prof, E, Hultzsch, who has undertaken the work of revising the 
Corpus Inseriptionum Indicarum, Vol. I. 


9 A word or two will not be out of place about the shed that has been 
raised over the inscription rock (Photo. No, 3285). This rock contains no less 
than three inscriptions, of three ifferent periods, and engraved by three different 
royal families but which are all of equal importance. And the antiquarian 
world can never be too thankful to the Darbar for having erected a substantial 
structure over it to preserve it from further injuries, But the structure is & 
little too Seramestal and too much in modern style to be in keeping with the 
object of hoary antiquity which it preserves. A pee structure similar to that 
raised over a rock inscription of the Chohan family at Bijolia in the Udaipur 
State by the local chief would have suited the purpose here much better, not to 
speak of the expenditure which also it would have saved, Again, enough space 
s< not left between the inscription rock and the walls of the shed to enable one 
to photograph it if he wishes. 


3, A rival to this inscription rock has recently sprung into existence. 
About half a mile to the east of this place on the road which leads to the Girnar 
hills is another rock containing all the fourteen edicts of Agoka. These were 
caused to be incised, I am told, by the J unagadh Darbar under the supervision of 
Mr, Vallubhji Haridat Acharya, Curator of the Rajkot Museum. I wondered 
“hat could have been the object of preparing this lithic copy, So to say, of 
Aéoka’s inscription. But I was informed that in case the original genuine 
inseriptions were destroyed, its present copy might acquaint the world with its 
contents, If this explanation is true, it 18 inexplicable why the inscriptions of 
Rudradaman and Skandagupta were not similarly copied. For, these are also 
important, and their copies would be useful in informing the world of what these 
inscriptions contained, in case the latter were by some mishap perth eon 
Again, it is ‘nconceivable how the lost portions of the fifth and thirteenth edicta 
could have been restored beyond all doubt, Anybody who has studied the 
Adoka inscriptions knows how impossible it is to propose any restorations in the 
Girnar text, that can be pronounced certain and indubitable, although we have 
versions of the same edicts elsewhere to help us. Be that as 1 may, the new 
inscription rock will not come for some centuries at least to have historical 
‘nterest of any kind attached to it, and will for the present remian a mere object 
of idle curiosity. In the meanwhile, it would be a good thing if the Parkes 
-<sues orders.to engrave somewhere on the new rock in modern Devan the 
- reason why the new inscription was incised and the date when it was inished, 
This will for ever prevent people mistaking it for the genuine Agoka rock 


inscription, 

4, An object of great interest to the antiquarian is the Bahadur Museam at 
Junagadh. Here re Tisposited the relics and sculptures (Photos, Nos, 3283-3284) 
foun by the late Sir James Campbell while excavating the Boriya stipe. The 
latter has been very well described by him in Journal Bombay Asiatic Society 
and by Mr, Cousens in Journal Bengal Asiatic Society, 90. { forebear to 
describe it here. I was able here to examine carefully the Kshatrapa coins 


unearthed in Uparkot some time ago and described by the Rev, Mr, Scottia 


at 


the Journal Bombay Asiatic Society, Vol. XX, p. 201, Hon. Mr. Mirza Abbas 
Ali Baig, who was then Diwan of J unagadh, was kind enough to allow me to make 
a selection therefrom for our Museum, which is ultimately to be merged into the 
Prince of Wales Museum. Fifty-seven coins were accordingly selected, perhaps 
the best of the whale lot, Many other seul tures, brought to light in the 
various parts of the State, have been nila: and exhibited in the Museum. 
(Photos, Nos. 3281-3282), They are not of much interest exceptone, This one 
is a rather worn out and mutilated image of Surya. But what is of interest 
here is that a sword is represented as going right across his body from behind. 


5. Junagadh, and Mount Girnar, which is not far off, are full of antiquities 
varying from Buddhist caves of the 2nd or 3rd century to the Jaina temples 
of the 13th century, It was, indeed, a sad sight to see some of these caves 
utterly neglected and, in fact, used as public latrines. I had spoken about this 
matter to the Diwan, but [ do not know what steps have been taken to put a 
stop to this nuisance. This brought us tothe end of our touring season 
1908-1909, 


JAIPUR STATE, 


6, Our next touring season commenced early in November following and 
with a view to visit Bairat, Here isan Adoka inscription, whose estampages also 
we were instructed to prepare. The route, by which we were advised to go, was 
vid Nim-ka-Thana, but this was any but satisfactory; and when T actually 
went to Bairat, I was informed that the best route was from Alwar vid Ghazi- 

aA aa ka-Thané, While at Nim-ka-Thana, I visited the 
chhatris of Mavnda, three miles north of it (Photo, 
No. 3474). The two largest of these are of Dalilsingh and his son Lachhman- 
singh, both Rajavats of Dhila, a well-known seat of jahagir in the south of the 
Jaipur State. Both are said to have died there while fighting with Javhirmal, 
the Jat king of Bharatpur, who was a source of great trouble to the Jaipur rd). 
In one of these chhatris is a short inscription mentioning the name of Dalilsingh 
anc specifying the date 1827 V.S.=1770 A.D, There is another inscription 
here but in a third small echhatri. It speaks of the chhatri as being of Raja 
Harasahayaji and as being built in Samrat 1825. 


7, Bairat has been commonly identified with Viraitapura or the city of 
ante Virata, king of the Matsya country, in whose royal 
of gett _ household the five Pandu brothers took service in their 

disguised characters. This claim has no doubt been disputed by two other 

places'in the south, One of these js Hangal in the Dharwar district, 
which, in the inscriptions of the Kadamba nasty is called Viratanagara, 

The other place is Dholka, in the Ahmedabad istrict, near Kathiawar, 

And it is this Dholka, with which Virat rebuilt as Vijayapura by the Guhilot 

rince Vijaya, is to be identified, and not with Bairat as supposed by 

Sunningham, There can, however, be no doubt that the Viratapura of the 

Wahabharata is to be identified with our Bairat, For, in the first place, the 

name Virata is preserved in Bairat only, and not in Hangal or Dholka. 

Secondly, the province round about Bairat ts still known as Matsyadeda. And, 

thirdly, most of the places sacred to the memory of the Pandavas, which are 

mentioned in the Pirataparran of the Hahabhdrata, are still pointed out at 

Bairat by the people, us we have Bhim-kiclungri where Bhima lived, also 

the hill where Kichaka’s palace was situated, the Bina-gahgé which was 

brought into existence by Arjuna with his arrow, the marks of the feet of the 

Kurus and the cattle pilfered by them, and so on, All things considered, 

Bairat has the best claims to be identified with the old Viratapura, This is 

quite in keeping with the fact that at Bairat only objects of the greatest anti- 

quity are found. ; | | 





8. Bairat has also been identified with the Po-li-ye-to-lo of Yuan Chwang, 
whose king according to that Chinese traveller, was of the Fei-she or Bais 
Rajpit tribe, Al-Biruni (A. D, 930-1 031), contemporary of Mahmud Ghazni, 
speaks of Narani or Bazanah as the capital of Guzrat, His details suflice 
to identify it with Narayanpura, the capital of Bairat. The district: round 
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about Bairat thus appears to have been once ealled Gujarat. This need not 
surprise ns because this district was once held by the Gurjara-Pratiharas and 
afterwards by the Badgijars who are still found in numbers there. 


9. The principal objects of antiquarian interest here are three: (1) the 
temple of Parévanatha, (2) the Biyjak-pahad, and (3) Bhim-ki-dungri. The temple 
is now in the possession of the Sravgis, who in north Rajputana denote Digam- 
dh Jainas, There can, however, be no doubt that it originally belonged to the 
Svetambaras, There is an inseription-stone stuck up in the enclosure wall near 
the temple (Inser. No. 2506). It is dated in Saka 1509 A, D, 1587 when 
Hiravijaya was the pontiff and Akbar the supreme ruler, Then at Vairata had 
been stationed by the latter one Indraraja who was in charge of the drariga or 
forests of Vairata. He wasa Srimala bania by caste and of Kakmana gotra. He 
had already been placed, we are told, in charye of many villages by Todaramalla, 
Akbar’s minister. He erected this temple, which was named both Mahodaya- 

rasada and Indra-vihara (doubtless called after him), and dedicated it to 
Vimalanatha, Vimalanatha is here called mélandyaka, of course, with 
reference to the other Jirfharhkaras, viz., Parévanatha, Chandraprabha and 
Ajevars i whose images also he set up in his father Bhiaramalla’s, his own, and 
his brother Ajayaraja's names respectively, In the inscription Vairata is called 
tamr-ady-aneka-gairika-khdni-nidhanibhita, i.e. the receptacle of many hill 
mines such as those of copper. This agrees with the mention of Abul Fazl in 
the Ain-i-Akbari that Bairat in his time possessed very profitable copper mines, 
Both the town and its surroundings are still covered with fragments of slag 
from the ancient copper works. 

10. Bijak-pohad has been so well described by Cunningham that there 
remains very little for me to say, I believe with him that what is called the Bhabra 
edict of Adoka was discovered here by Major Burt. As the word bijak shews, the 
hill was so called because there was some inscription on it, And the old people 
of Bairat still say that the inscription stone was scarried off nearly eighty years 

avo by a European officer. His name, however, is curiously given as “ Imti ” 
and not Burt, Ido not believe that this inscription was found at Bhabri, 
which, by the bye, is the correct name of the place, and not Bhibré. Bhébri is 
only twelve miles from Bairat, and it is impossible that there were two different 
places so close beside each other, which were centres of Buddhism and where 
Aéoka, therefore, tho ‘ht it advisable to have his inseriptions engraved sepa- 
rately, On the other hand, I visited Bhabrai and made a careful search there. 
But not a single object of antiquarian interest was found. Bhabri, before the 
railway line had been opened, was a place of importance, as it was a halting 
place on the road from Jaipur to Delhi, This is attested by the number of 
dharmasadlas and sardis that exist there, though now in a dilapidated condition. 
Major Burt on his wa either to Delhi or to Jaipur must have halted at 
Bhabra, and, having heard of the Bijak-pahdd and the inscription thereon, 
must have visited the place, especially as it was uot more than twelve miles, 
Bairat being then a comparatively insignificant place, the inscription stone must 
have been named after Bhabra. The inscription stone originally lay, 1 am told, 
near the shrine of Haniman below the rock known as top or canon, on the first 
or lower platform on the summit of the Lill, All people told me, as was quite 
nataral with them, that the inacription contained some clue to the whereabouts 
of some concealed treasure, One man even gave me the following transcript of 
“+. Siholé Sdbola Maimdola Akhebad bistar lakh gaiida bhar hai lifyo kal 
dukal, i. e., “in the space enclosed by the Sisola well, Sabola and Maimdola tanks, 
and the Akhe banian tree js (atreasure), weighing one lac of elephants ; it should 
ba taken out when there ig famine” It was in search of this treasure that 
exeavations were carried on by a Ailledar named Kitaji Khamgarotin A.D. 1845, 
and not by the Maharaj of Jaipur as Cunningham says. The latter adds that 
nothing was Sanerered in this excavation, lleyle was, however, told that 
a golden ¢asket had been discovered, But from the enquiries [ made, I learnt 

sat, as a matter of fact, nothing came to light (Photos. Nos, 3479-3481). 

1. What is called the Bairit ws — Edict in om herpireced 27 
Carlleyle. This edict is engraved on a block ying separately, but immediately 
bolstr the hill locally Askin gt Bhim-ii-dungri, or the Pandas Hill as he calle 
it (Photo. No, 3476), It is inse ‘bed on the eustern face and near the lower 
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end of the rock (Photo, No. 3477). The inscription is highly weather-worn, 
and I doubt whether even the estampages I took would be of any use in finding 
out the correct Bairat version of the edict, 


12. The following paragraph from Carlleyle’s description of Bairat beautifully 
illustrates how an antiquarian is in danger of jumping up to wild conclusions, if 
he does not properly and fully avail himself of local information :—“I have to 
mention," says he, “a curious discovery I made in the ground immediately in 
front of the rock on which the inscriptions are, and close under the larger 
inscription. There were two larger boulder stones half buried in the ground 
directly under the larger inscription; and as the lowest line of this inscription 
was at the height of only 1 foot from the ground, I found the boulder stones 

“very much in my way in standing to take an impression of the inscription, 
I consequently ordered my men to dig the earth away from the boulder stones, 
and then to roll them out of the way . ,. . . After these larger 
boulder stones had been removed out of the way, I found a layer of smaller 
boulder stones underneath them, amounting to perhaps half a dozen or more 
altogether. After removing these smaller stones I came to earth; and findin 
a small fragment of old pottery, I dug still deeper into the earth, and at a depth 
of about 2 feet below the original position of the bottom of the larger boulder 
stones, or about 2 feet 9 inches to 3 feet below the surface of the ground, I 
discovered four earthen vessels, which, on examination, I found to be cinerary 
urns containing human bones, These vessels were placed regularly ina line, alt 
on the same level , . . . Could it be possible that these cinerary urns 
and human bones might be in some way connected with the purpose of the 
inscriptions immediately above them? What seemed to me the most extraordi- 
nary circumstance was, that the boulders and stones which lay over the top of 
the cinerary urns ig ack to be in situ, or in their natural position, like any of 
the numerous other boulders which were sticking in the ground round about ; and 

_Ido not think that these stones were placed in the position in which I found them 

_ by any artificial means! I therefore believe that the boulder stones must have 
come Into the position in which I found them, jammed against the rock, by the 

agency of some powerful flood or current of water; and consequently that the 
cinerary urns and bones may be of very great and unknown antiquity.” 


13. Now, the trath of the matter is that it is a custom with the people of 
many castes in Bairat to collect the ashes and bones of the dead body on the 
third day after cremation and deposit them in an earthen urn. They bury it 
underground with some mark to distinguish it from others, and leave it there 
ull they find it convenient to take out the ashes and throw them in the Ganges, 
The whole place on the east and north of the Bhimjt-ki-dungri, below which is 
the ASoka inscription rock, is cemetery ground, and suc cinerary urns are 
buried, I was told, all along this line of the hill, In fact, I was shewn a spot, 
quite in the immediate vicinity of the inscription boulder, where the ashes of a 
person, dead about a week before I came there, were buried. It is no wonder 
that such remarks as those of Carlleyle afford a nice occasion to people like the 
author of the Pickwick papers to crack jokes at the expense of antiquarians. 


14, Not far from this hill and to the east of it are what are called Sati-ki- 
chhatris or‘mandhis, They are structures raised over the places where women 
of Bairit in ancient days became eatis. The chhatri described by Carlleyle is 
one erected over the ashes of Ladi-Jamana, who immolated herself as aati. 
Her husband’s name was Pande Chhitaramala, son of Todara and grandson 
of Dhaniya, and he died in V. E, 1743. Ladi-Jaman& was the daughter 
of Mohana, a minister, and of the Jhadol& éasana. The chhatri was built by 
Chhitaramal’s nephew Savaldas, who is said to have been a Gaud Brahmana 
and of the riitaval sasana, ‘One of Chhitaramal’s brothers was 
Sabalsingh, who obtained the title singh and the village of Papdi as ahagir 
from the Muhammadan Emperor, NaurangSah. Who this Naurangds was 
is not definitely known, but he is commonly indentified with Aurangzeb. The 
present jahagirdar of Papdi is a descendant of Sabalsingh, and i oalcs 
thakar although a Gaud Brahmana, In the ehhatri is the sculpture of a 
horseman, who is always taken to represent the cavalry soldier that died on 
the battle field and was the husband of the women who followed him as gafie, 
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Such sculptures are found in numbers throughout the whole of Rajputana 
and particularly so in Marwar, But I fail to understand how Carlleyle finds 
in this mode of scalptures an intimate connection with the Kalki avafdéra, 
Kalki, who is to come yet, is to be a warrior riding on a horse, and is 
ey naturally figured like a horseman. But how “it has been 
appropriated as a symbol of satfi,” as he says, is certainly inexplicable to me, 


15. From Bairat I went to Amer vid Manoharpura and Achrol. It is 
situated in a gorge of hills called Kali Koh, and was the 
ancient capital of the Kachhwaha Rajpits for six 
centuries, being an ideally strong place, By reason of its rather low and 
cramped situation, it became too small for being the capital of such an 
influential. and rapidly extending state as Jaipur had become, and so Sawai 
Jaysingh had to build Jaipur six miles off. The most important and probably 
the oldest temple here is that known by the name ef Ambikeévara, said to 
have been built by Raja Ambarisha, sun of Mandhata, king of Ayodhya. 


AMER. 


And it is even said that the place Amer or Amber was so named after this 
prince, ‘The temple in question is a group of six shrines. The principal shrine 
is dedicated to Ambikegvara, but contains nothing old, The linga called 
Ambikegvara referred to by Tod and Cunningham is really not in a kunda 
or tank but here in this shrine. In front of it is a dipe stambha or lamp 
column, which, it is said the king of Amer always saw before taking his day 
meal so long as it was the capital. Near this shrine is another, which faces 
the north and has two porch pillars of at least the tenth century (Photo. 
No. 3488). In the sanctum are four images. Two of these are of Trivikrama, 
one being as old as the pillars themselves. These images are lying loose, but 
are worshipped every day, Ina shed close beside this shrine Is an old sculpture 
with three figures, probably a fragment of spme old door-frame, which also 1s, 
strange to say, worshipped as the image of Sitalamata (Photo, No, $489). 


16. At Amer I found no less than three temples which were originally 
Jaina but were afterwards appropriated to Siva worship. The oldest of these 1s 
Lal-Sah-ké-mandar, The interior of the temple, as it is at present, consists 
of three contiguous shrines with a gudhamandapa or closed hall in front, 
The lintels oft the shrine doors are carved with the figures of Jinas, and so 
also the doors of the gadhamandapa itself (Photos. Nos, 3482-3484), But on a- 
raised daigin the middle of this hall are placed several Brabminical images. 
In the centre is a liiga, which 1s daily carpe There are three more 
lingas, four Nandins and three Ganapatis, One ot the livigas has four busts 
carved in front, one on each side. In one of the niches in the inside of the 
walled enclosure is an old elegant image of Kartikeya (Photo. No, $485) not later 
than the tenth century. He is seated on @ peacock, and had origually 


17. There are many other temples too numerous to mention, none of which 
except two are either archwologically interesting oF visited by travellers. 
These two are the temples of Stirya and Jagatsravanyl. The first is a quite 
modern edifice, and has only latterly sequitee some importance in the eyes of 
the antiquarian, as it was here that the late Professor Bendall found an inseription 
(Inser. No. 2507) dated Samvat 1011 Bhadrapade vadi 11 Sukra-dine. Bendall 
is, however, wrong in saying that it 1s on a tablet of this temple that the nserip- 
tion was engraved, It was really on 4 pillar in the front row facing the east, 
and had well nigh been concealed when I was there by a thick coating of 
Wh ttacrash: The Jagatsravanji temple is a very fine building in excellent 
condition, famous for a remarkable gateway and with a beautifully carved 
Garuda pavilion in front (Photos. Nos. 3486-8487), | Tt wee built by Mansingh, 
it is said, by expending one crore and eighty lacs of rupees. _ The image in 
the shrine is of Girdharji—the same that was worshi] ped by Mirabai, Mansingh 
brought the image from Chitor when he conquered it. In the battle fell his 
son Jagatsingh, after whom the temple was named Jagat-siromant, which has 
now been corrupted into Jagat-sravanjl. The image is of black stone with 
two hands, In the Garuda pavilion are two short inscriptions with the dates 
Vy. EK, 1611 and 1719, 
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18. But the most interesting object to a tourist is the palace, It is built 
rather low in the hill instead of on lofty estal of rock, but it is most 
picturesquely situated as it overlooks the Mavta lake, The palace was 
commenced about 1600 by Raja Mansingh, Additions were made by 
Jaysingh I (the Mirza Raja), and it was completed in the 18th century by 
Sawai Jaysingh. It was this latter prince, who built the peerless gateway, 
called the Ganeg Pol (Photo, No, 3491), which gives access to the Diwan-i-khas 
‘Photo. No, 3492), The topmost room on this gateway is called Suhag-mandar, 
rom which the royal zanana looked at the assemblage in the Diwan-i-Am 
below. From a balcony here the nicest view is obtained of the Jaygadh fort, 
which crowns the summit of a hill 500 feet above, 


19. On the east of the Diwain-i-Am is an apes plain, where five young 
buffaloes are sacrified on Navardira days, The north-west corner leads to a small 
shrine dedicated to Siladevi, who appears to be no other than Mahishasuramardini, 
In front of the shrine a goat is daily sacrificed early in the morning, ghee are 
waved before the goddess at about 10, and dhog or offerings presented exactly 
at noon, The priests are Bengali Brahmanas, who have long since forgotton 
their mother tongue, the dress and every thing of Bengal except the custom 
of eating flesh which in the present case is the bhog—the goat’s flesh—offered 
to the goddess. In fact, it is said that this goddess and her priests had been 
brought by Raja Mansingh from Bengal. 


20. Amer having soon become unfit for accommodating the fast increasin 

Saran population of the capital of the State, Sawai Jaysing 
j in 1728 transferred it to Jaipur built by himself, 
Objects of antiquity can, therefore, be hardly expected to be found here, 
While engaged in seeing the local Museum, I was agreeably surprised to find 
some sculptures stored in the corners of some quadrangles, Some of them 
were beautiful, artistic, and of an early age. They had been all huddled 
together at different places without being sorted. The Resident also, who is 
keen on antiquarian matters, has collected several images and placed them in: 
his garden, It would indeed be a very nice thing if both collections are 
brought together, properly arranged, and carefully deposited in some room in 
the Museum building. This room weuld thus serve all the purposes of the 
Arebeological Section, which seems to have been totally ignored here. Another 
work I was engaged upon at Jaipur was the preparing of a list of antiquarian 
remains in the Jaipur State. It is indeed a pity that there is no well-informed 
and enthusiastic antiquarian in this state just as we had Pandit Gaurishankar 
Ojha at Udaipur and actually have Munshi Deviprasad at Jodhpur, although 
Jaipur 1s in no way inferior to Udaipur or Jodh ur. Hence the list for this 
state that had already been supplied to our office is not as complete and 
accurate as those for the Udaipur and Jodhpur States. I, therefore, consulted 
almost all those persons who could pretend to any knowledge of antiquities 
in this state, and was thus able to draw up on the whole an accurate and rejiable 
list for our purposes. The tour which I undertook thereafter in the Sekhavati 
provinee wil bear witness to it. 


21, Eight miles to the south of Jaipur is Sanganer, said to have been founded 
arnt a by Sanga. ‘There is a temple here called Sangabdba- 
| | | ka-mandar, wherein his picture is worshipped 
There is also a temple of Singesvara-Mahideva, who was doubtless established 
here by Sanga, But who this Sanga was is not known beyond all doubt. He 
is said to have been one of the seventeen sons of the Kachhwaha king 
Prithviraja, He killed one Rajpit named Karamsingh, who was residing at 
[ojamabad, The latter’s Charan avenged his death by murdering Sanga in 
the orchard of Kuvar Kishansinghji. There is a large old palace here, a p 
of which is now used for the local dispensary. It was formerly occupied by the 
heir-apparent of the weer State, and it is said by some that this too was built 
by Sanga-baba. Theonly object of antiquarian interest here is the Jaina temple 
called Singhiji-ka-mandar. Who this Singhi was is not known, This temple 
is supposed to be of the 11th century, and is compared by many tourists with 








‘the Abi temples for their deep beautiful carving, But to me at any rate it 


does not appear to be older than the 15th century (Photos. Nos, 3493-3494), 
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This is now a Sravgi temple and also appears to have been originally so, as 
the images of the Tirthankaras are at aria In the row of the aiuisians 
cells, most of the images have inscriptions engraved on them, But it is by no 
means certain whether the images te beea there from the beginning or were 
brought from elsewhere, For most of them seem from their inscriptions to 
have been originally at different places, such as Bhradakheda, Varhsakhoha and 
Mojabada, None of these except two is earlier than V. KE. 1658, inscriptions 
of which date are referred to the reign of Mahdrdja Sri-Manasitnghaji of the 
Kiirma dynasty, Another variant of the latter name is Kuchhaha, This 
dynastic name is mentioned in connection with Sawii-Jayasimha, who is 
therein called Ambavati-svimi, i.¢., lord of Ambavatior Amer. The date 
supplied for him in this inscription is samvafsare vahni-vasu-mun-indu-mite 
1753 Vaiiakha-mase krishna-pakshe ashtami-tithau Budhavare. 


29, Chatsi is eighteen miles south of Sanganer, and is the principal town of 
CHATSU a tahshil of the same name. ‘The antiquities of Chatsi 
eek have already been described by Carlleyle in Archeolo- 
ghee Survey Reports, Vol. VI, page 116 ff, so that there remains very 
little to be said, Old sculptures are found in abundance here either lying loose 
or built into walls. But not a single temple that is ‘old 1s now to be found 
in or about Chatsa, Carlleyle, however, says: “There is only one really old 
temple now standing in all Chatsu, and that is a small temple, with an 
ornamented conical spire, on the south-west side of the town; but there are 
no pillars in this temple and no inscription.” I searched hard after this temple, 
but in vain. I also made many inquiries whether any ever existed. There is, 
however, what may be called a miniature shrine, standing “on the south-west 
of the town ” as Carlleyle says, but this has no conical spire, at any rate not 
that kind of spire with which an ancient fane is surmounted (Photo, No. 3946). 
The spire here corresponds to the roof, that ordinarily crowns a sabhamandapa., 
This miniature shrine is close beside the modern temple of Bamanji, almost 
on the edge of the Golerav talav and is searcely even three feet high. I wonder 
what purpose it could have served. 

23. ‘There is only one antiquarian object now lying in Chatsa, which is of 
sufficient interest for us, It is “a Kutila inscription of twenty-six lines ona broken 
black stone,” as Carlleyle wcapiant ene No. 2508). In his time it was “ built 
into the side wall of the steps leading down into a great tank at Chatsu,’’—doubt- 
less the Golerav faldy asit is known there. When I visited Chatsi, it had been 
stuck up into a wall of the dilapidated temple of Raghunathji in the immediate 
neighbourhood of this flight of steps. The temple had almost completely fallen 
down, I was told, on account of the high waters during the last monsoon caused 
by recent extensions to the ¢aldy on the south-west side, A new temple to 
that god was being built from the materials of the old, when I was there. 
With this end in view the old temple was being razed to the ground, but 
without the least care being taken for the safety of the inscription stone, which 
had already been broken into three fragments. Soon after leaving Chatsi I 
wrote to the Resident to move the Jaipur Darbar to take some speedy steps 
for the safe custody of the stone, and the Jaipur Darbar kindly promised to 
remove the stone carefully to the new temple that is being built, I hope the 
Tahsildar receives orders from the Darbar before the stone is broken 
into atoms. 

94, The inscription consists really of twenty-seven, and not twenty-six lines, 
as Carlleyle says. It gives an account of an entirely new Guhila dynasty, not 
known to us from any other records. I am going to edit the inscription in the 
Epigraphia Indica, and consequently forbear to give a summary of it here. 


SOI rae 





Carlleyle says that “in this inscription mention is made of a raja, Sri Siva 
Jaje Guhila, who appears to have lived between the eleventh and twelfth 
centuries.” Now,a king named Sivaraja is no doubt mentioned in ine 24, 
but‘he is therein called a Chahamana, and nota Guhila. This Sivaraja had a 
daughter named Rattava, who, we are told, was married by the Guhila prince 
Baladitya or Balirka. And in commemoration of this queen who died, 
Baladitya, we are imformed, erected a temple of Murari (Vishnu), which is the 
main object of the inscription to record, The inscription, curiously enough, 
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ends with the word Sameat without, however, the actual specification of the 
date. But though no date is given, there can be little doubt that it 1s to be 
assigned to the 10th century. Sivaraja, therefore, could not possibly have 
lived between the 11th and 12th centuries, as Carlleyle asserts. 


25. It will thus be seen that the inscription belongs to a Guhila dynasty- 
This is quite in keeping with the tradition that Chatsi was in the possession of . 
the Guhilas before the Kachhwahas took it. Golerav, the name of the taldv, 
also appears to be a corruption of Guhilaraja, another indication of the place 
having once been held by the Guahilots. - 


26, Two miles north of Chatsi is a hill called Sivdungar, which is crowned 
with, as Carlleyle aptly says, 2 fortified temple. It was originally a Sriivagi 
fane, but now appropriated to Siva worship. The whole temple isa modern 
construction, but old pieces of sculpture are here and there imbedded into the walls, 
The shrine is empty and in the closed hall (gidhamandapa) is a linge which 
is worshipped (Photo. No, 3498). The shrine door is doubtless old, perhaps 
as old as the Sth century. Carlleyle says that “there was one sculpture in 
particular, built into the left jamb of the door of the present temple, on which 
there is a representation of two phasing See ci figures standing under a 
double-topped umbrella, and which [ would be inclined to attribute even to a 
Buddhist origin, although the sculpture may be simply of early Jain execution,” 
Such sculptures, however, are quite common in rig seme in very early 
temples, and there is nothing peculiarly Buddhistic or Jaina about them. At 
the northern extremity of the temple enclosure is a Jaina chhafri, which contains 
a beautiful white marble pillar (Photo, No, 3499), The figures carved on 
them Carlleyle takes to be those of the Tirthamkaras. But this isa mistake, 
for, as the inscription incised below each shews, they all are representations of 
the various pontiffs of the Digambara sect. The inscriptions also, that have 
been found here, confirm this conclusion. Thus one of these begins with the 
date Sam 1556 varshe Vaisakha éudi 6, and then mentions the names of the 
pontiffs, who were of the MilaSathgha, Sarasvati gachchha, Balatkara gana and 
in the line of the deharya Kundakunda, The name of the first pontiff here given 
is Padmanandin. He was followed by Subhachandra and Jinachandra. One 
of Jinachandra’s pupils was Ratnakirti, at whose instructions some Khandelval 
banias of Ajamera gotra are said to have offered obeisance in the temple. The 
name of the place, where this temple was, is Chainpavati, doubtless one of the 
names by which Chatai is known. ‘Lhe Suritdna, i. ¢., the Sultan, at that time 
was Gyasadita, in all possibility Ghiyas Shah Khalji of Malwa, and the local chief 
was raja. Bhathmara, who belonged to the Karma, #.¢., un uestionably, the 
Kachhawaha, family, No king of this name, however, 1s to found in the 
dynastic list of Jaipur. The pontiffz, mentioned in this inseription, are found 
in the pattavali of the Digambara sect published by Dr. Hoernle in Indian 
Antiquary, Vol. XX, pp. 354-355, but therein between Subhachandra and 
Finachamira is placed another pontiff of the name Prabhachandra, 


27. After leaving Chatsi, I commenced my exploration work in the 
Sekhavati province of Jaipur. The north of the Jaipur State is split up into two 
great divisions, one called Tamvravati and theother Sekhavati. Tathvravatiisso | 
named after the Rajpat tribe Tarivara, the same as the Tomara of the inscrip- 
tions, According to the traditions, the Tathvars were at first reigning at Delhi, 
but were ousted from there by the Chohans. Consequently they migrated 

outhward, and settled at Patan in Tamvrivati. The other province was called 
Sekhivati after the Sekhawats, one of the Kachhawaha clans originated from 
one Sekhaji. By far the larger portion of this province is in the hands of the 
tributary chiefs of the Jaipur Maharaja, who are all Sekhawats. Of these 
Sikar and Khetri are the two principalities of note and inportance here. 


28. The first place in Sekhavati which I visited was Khata in Sambhar 


| Nizamat. It was no doubt once a place of antiquity 
seh re and sanctity, It is mentioned in a Ran Jur inseription 
as one of the important places conquered by Randi Kumbha, But an 


earlier reference to it is to be found in the celebrated Harsha inscription of 
A. D, 973, in which it is menticned by the name of Khattakipa, It was then 


ol 


also the name of a district. It had also been celebrated for the temple of 
Syamji, which was demolished by the Muhammadans who built a mosque ont 
of its materials, Pieces of old sculpture may still be seen in the walls of the 
mosque (Photos, Nos. 3500-3501). | 
29. Frum Khatal proceeded to Revasi principally with a view to visit Jin- 
REVASA. mata. Revisa is nearly sixteen miles north-west of 
| |  ‘Khata, and is in the jahagir of the Khandela chiet, 
Though I did not expect to find any antiquarian object here, I found one temple 
no doubt modern but containing two or three old pillars of the twelfth century 
(Photo. No, 3503). This was the temple of Kalyanji. But a still more 
interesting object was a chhatri near the Uparla kuvd, said to have been built 
by a Vanjari, ‘The pillars used here are deeply carved, and cannot be later than 
the tenth century. Some of them have Buea put up upside down ( Photo. 
No, 8502). I wonder whence these pillars were broght. At the ancient sites 
round about Revasa that I inspected, none of this size were found anywhere. 


30, About six miles to the south of Revasa 1s the temple of Jin-mata. 
JIN-MATA It is situated at the foot of a hill, and is surrounded by 
| - a thick jungle. Round about the temple are numbers 
of tibaria and dharmasalds, and beyond these are a few hamlets belonging to 
the sa pit of whom no less than 250 families are settled here. They are 
all Paraisara Brahmanas, and belong to one nakh, viz. Bhopa, They say 
that their ancestor Mallaji first came here with king Harischandra of Dhara 
as his priest, The waters of the streamlet close by the temple cured him of his 
ine and the king built a temple to Mata, and kept him there as her puj ari. 
Four-fifths of the presents offered by .pilgrims belong t them, and one toa 
Choban Rajpat of the Sambharia Ahaneyp, who stays at Reta, three miles from 
the temple, Some one of his family always stays there to claim his dues. 
The pujdris have recently so much multiplied that in spite of the pilgrims 
flocking there they obtain a seanty living. Some have, therefore, taken to 
tillage. airs are held here twice a year, once in Chaitra (March-April) and 
once in A4vina (October-November), and continue from the 4th to the ath of 
the bright half, that held in Chuitra being the grandest, The word Jin is said 
to be a corruption of Jayanti, and her full and real name is Jayanti-mata. The 
goddess has eight hands. As she js almost completely swathed in clothes, it is 
impossible to say what she is like. But from the description given to me she 
seems to be Mahishasuramardini. The Chohan puyart sacrifices a goat every 
month on. the 8th of the bright fortnight, but outside the sabhamanda pa. 
The Mata is notorious for her drinking propensities. It is said that if she is 
to be offered liquor, at least three cups hai to be offered, These cups are 
‘generally tuken to the goddess by the Rajpits. The lips have only to be 
touched with the cup without tilting it in any way, aud lof the whole quantity 
is quaffed in an instant. It is said that Bhairavainghji, father of the. present 
chief of Sikar, took ten camel loads of liquor in order to test the strength of her 
drinking propensity. But when the camels were unloaded, 1t was found that 
the bottles had been em tied of their contents. Inside the shrineare two lamps, 
one of ght and one of oil, kept burning uneeasingly, the expense thereof being 
paid by the Jaipur Darbar, The Khandela chiets contribute only Re. 1-4-9. 


31. Now,,with regard to the architecture of the temple the sabhamandapa 13 
doubtless old, and is, on the whole, fairly well preserved. The pillars closely 
resemble those of the later Osia temples, and cannot be later than the 10th 
century (Photos, Nos. 8505-3506). But the wall, which runs round the sabha- 

ylapa on the north and west, is uadoubtedly modern. The hall was so much 
crammed with drums and tabours that it was with difficulty that we could move 


‘n the interior, The shrine door is a patch work of odd pieces, mostly of an old 
door-frame, probably the original ‘tself. But these pieces, instead of being 
arranged methodically, are anyhow thrown into the walls. Other sculptures 
are also stuck into them, and one such is a small image of what even the 

ujaris had reluctantly to admit to be a thirthamkara. The architrave again, 
resting on two pillars of the sabhamandapa ‘mmediately in front of the shrine, 
is a deli, i.e, 4 memorial stone bearing the sculpture of a warrior mounted on 
his horse and ao inscription recording t t one Khemaraja died in (V. E.) 1029= 
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A.D. 972. The exterior of the shrine is all modern plaster work, exceptinz 
the images in the niches (Photo, No. 3507). These are unquestionably old, 
perhaps as old as the pillars of the hall themselves. All these except Siva have 
two hands each, another indication of their early age. All these are so thickly 
bedaubed with red paint that it is not a little difficult to recognize them. In 
the principal back niche is a goddess with two hands, her right holding a sword 
and the left a shield, and with her vehicle the lion close beside her. In the 
rincipal niche facing the north is Mahish&suramardini with two hands, her right 

olding apparently a skull and the left a sword, and trampling upon the demon. 
In the remaining central niche is Siva with eight hands, one holding a spear 
bearing a victim transfixed on its end. He also bears the elephant hide, It 
reminds one of a similar figure in the temple of Kailfisa at Ellora. This figure 
is, however, mistaken by the people for Balaji or Hanimain. The other firures 
sculptured are of the regents of the quarters. But Vayu is stuck up at the 
north-east, instead of at the north-west, corner, and Agni is placed twice over, 
one rightly in the south-east corner and once wrongly in the north side, This 
shews that the outside walls of the shrine have been rebuilt. 


82. The lower parts of the pillar shafts of the sabhdmandapa contain 
inscriptions engraved on them, which are important for the history of the 
imperial Chahamana dynasty (Insers, Nos, 2509-1 3). The earliest of these is 
dated V. E. 1162, and refers itself to the reign of Prithivideva, who is 
undoubtedly here Prithviraja J, It records the rebuilding of the temple by 
one Hathada, eon of Mohila, Two inscriptions bear the date Satnvat 1196, 
and belong to the reign of Arnnaraja, the same as Arnoraja, son of Prithviraja I, 
and contemporary of the Solanki king Kumarapala, A fourth inscription says 
that in Sarhvat 1230 during the reign of Somegvara, i, ¢. the Chahamana 
sovereign Somesvara, Alhana, son of Udaira, rebuilt the manilapa of the temple. 
A fifth inseription is dated Samrat 1382 varshe Chaitra sudi 6 Soma-dine, 
when the king Mahamadasahi was reigning. ‘Then one thakura Vichuchchhaja, 
aon of thakura Daipati, of the Lohatani family, we are told, rebuilt the Jini- 
dehara, i. ¢., temple of Jini. Lohat&ni is probably identical with Niatani, 
a Ahdmp or surname found both amongst the Khandelval and Mahesari 
makdjans. Mahamada-sahi of this epigraph is obvicusly Muhammad Tuchlag, 
A sixth inscription begins with the date Samrat 1590 varshe Bhadrara sudi 2 
Somadine, atid records the obeisanee of one thakura Lradasa, of the Mamnika- 
bhandari family. Manak-bhandari, as it is now written, is still found as a gof 
in the Mathur Kayastha community both in Jodhpur and Jaipur. A seventh 
inseription gives the date Sarhvat 1535 varshe Sake 1999 Ashadha sudi 15 
Somadine, and speaks of the temple of Jini as having been renovated, There 
are a few more inscriptions here, which are, however, too insignificant to be 
noticed. It will be seen from the inscriptions that the eataphs of Jin-mata, 
or of Jini or Jini as she is therein called, was thrice rebuilt—once about the 
middle of the 12th century, the second time in the first half of the 14th century, 
and the third time about the close of the 15th century, | 

33. Behind the temple of Jin-mata there is an underground passage leading 
to a subterranean chamber, which ~ contains the image of what is known as 
Bhanyrd-ki-mata. In front of her on the ground is a bust of brass said to be 
the head of Jagde Pavar offered by him to the goddess, Close by is a lamp 
which is kept burning for ever. “Above the entrance to this chamber is built 
into the wall a lintel which must have belonged to a Vaishnava temple. On 
the projecting block is Vishnu seated on Garuda, and above him are the 


favagraha, 
34, Eight miles south-east of Sikar is Haras, where is to be seen perhaps 
HAR aA the highest hill in the whole of Sekhavati, From the 


for going up the hill, and which consists of nothing ‘i cow stones tiriws 
into the ground anyhow, Most of them have become so smooth by constant 
wear that it is somewhat dangerous to set one’s foot on them, especially when 
one 1s descending. The khurra was made about 175 years ago, by Sivsingh, 
who i as woe cae of Sikar. It extends over two miles, and, after clear. 
ing it, one has to trudge over a distance of at least one and a half miles hafare 
he reaches the ancient ruins, © | alt’ miles before 
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‘may be easily recognized in the ruins on the north-east, 
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85, ‘The temple which is really ancient is the one locally known as purana- 
Mahadeva or Harasnath, Close beside it is the modern temple of Si vii, built 
by Sivsingh, the same chief who built the khurré (Photo. No, 3608), This 
has a plain but stupendously high spire, which is seen even from a distance of 
five miles, To the south is a kunda built by a mahatind called Nandramji 
nearly 200 years ago. Still further to the south is the temple of Bhairavji, 
which is built of materials from that of purana Mahadeva, The pillars, espe- 
cially at the entrance and near the cooking room of the pujdria, are old (Photos, 
Nos. 3515 and 3517). The image of Bhairava is in an under-cell, But just 
before entering it may be seen on the right a beautiful image of an eighteen- 
handed goddess (Photo, No. 3516), A fair is held here on the 14th of the 
bricht half of Bhadrapada, where people from the neighbouring places come. 
Near the south-west corner of this temple are gathered together heaps of 
broken images and sculptures, | 


36. Let us now turn to the temple of puraéna Mahadeva, with which we are 
here principally concerned. It was once a magnificent temple as will be seen 
from the mass of ruins scattered on all sides, and it is indeed a sad thing to see 
‘+ now an almost utter wreck. In the porch of the temple (Photo. No, 9513) 
is a large slab of black stone on which an inscription 1s incised (Inser. No. 2514). 
This has been edited by Prof, Kielhorn in the Epigraphia Indica, Vol. HU, 
p. 116 ff. But as he had no Jocal knowledge of the temple, some mistakes are 
to be found in his translation of it, From the inscription we learn that the 
god was Mahadeva known by the name of Harsha, after whom the mountain 
was also called Harshagiri. The temple was built by one Bhavarakta alias 
Allata in V. E. 1013 = A. D. 956, Verse 12 describes what the temple was 
like, and is consequently important for our purposes, As Prof. Kielhorn'’s 
translation of it is not satisfactory, I give here mine :—“ Glorious is the mansion 
of the divine Harshadeva, which is charming with the expanse of (its) spacious 
hall (mandapa) exquisite with the splendour of gold shells, (and) lovely in 
eonsequence of (the statues of) Vikata and the sons of Pandu set up in the row 
of structures along (its) sides, Resembling (in height).the peak of Meru, it. is 
pleasant on aceount of an excellent arched doorway (torana-dva@ra) and a well- 
carved bull (Nandi), and is full of manifold objects of enjoyment.” A long 
flight of stairs leads to the courtyard of this temple, Just where these stairs 
end are the shalts of two pairs of columns one in front of the other, which 
were no doubt surmounted by a forana and formed the arched entrance, as 
stated in the verse. A little further op, on a raised terrace is an old marble 
image of Nandi, once no doubt placed in a pavilion, of which the oe only has 
survived (Photos, Nos, 3509-3510), This is unquestionably the ball referred to 
in the inseription. It also says that there were other structures also on the 
sides of the temple, and that in one of them were the images of Pandavas and 
Vikata. That there were these structures is clearly proved by the ruina of the 
subsidiary shrines on the south and south-west, The ene of Pandavas also 

7 Here are six colossal 
images, as hi rh as seven feet almost, which are to this day said by the people 
to be those of the Pandava brothers and Draupadi (Photos, Nos, 3520-3522). 
1 do not know whether Vikata stands here for the ogress Hidimba. The 
figure here is, however, that of an ordinary woman, and not that of an ogress. 
But Hidimba, it must be remembered, had changed herself into a beautiful 
woman and then married Bhima. And the figure in question may represent 
Hidimba when she was in this condition. Of the remaining figures, there are 
two which bear a bow and arrows. One of these has a crown. This must be 

rjuna, and the other either Nakula or Sahadeva, There is a third figure 
which holds a lotus flower in his right hand and retains his left on his hip—an 
almost conventional attitude in which kings and personages of importance are 
represented in old sculptures. Besides, the figure bears an elaborately 
ornamented crown. I have no doubt that this is Dharma, There is a fourth 
feure which is shewn as robust and stalwart and trampling upon demons. 
Though the head of the figure is missing, it will not be unreasonable to say 
hat this represents Bhima. The inscription states that the statues of the 






sen brothers were placed in one of the structures on the outskirts of the 
temp 


. These images are all lying on the north-east of the temple but there 
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are no traces of any old structure spacious enough to contain them. Perhaps 
there was one formerly on this side, on whose site the present temple of Sivji 
may have been built, 


87. The spire of the temple is completely gone (Photo. No, 3514) ; and the 
exteriors of the sabhdmandapa and the shrine also are no better, Only Kubera 
of the outside walls of the shrine is preserved. What is most curious about 
him is that his véhana is shewn to be the ram (¢ef., however Ind, Ant, Vol, VI, 
p. 361). The interior of the shrine, which is on a lower level, is accessible by 
a small flicht of stairs, and contains an old linga with four faces, one on each 
side (Photo, No. 3511), The inside walls also are carved with no less than 
seventeen figures. The central figure on the west wall represents some form of 
Gauri, with two hands, the right holding a liiga and the left an image of 
Ganapati, and herself standing on a lizard, 


38. I have already said that the ruins of the temple of Harsha and its sub- 
sidiary shrines have served as materials for building the adjoining temples of 
ivjiand Bhairava, Amongst these may be found many figures which are 
interesting from the iconographic point of view. The image of an eighteen- 
handed goddess has already been alluded to, Another sculpture, which is built 
into the south wall of the temple of Sivji represents Brahma and Vishnu as 
attempting to fathom the liaga of Siva (Photo, No. 8519). Such sculptures 
are both rare and early ; and, so far as my knowledge goes, two such exist in 
the temple of Kailisa at Ellora and on the temple of Viripaksha at Pattadakal. 
In a niche of an attendant shrine facing the south is a third seulpture, which I 
for long took for a representation of Kalki, the last avaidra of Vishnu. But 
as clearly shewn by Pandit Bidyabinoda, he is to be identified not with 
Kalki, but with Revanta, son of Stirya (Journal and Proceedings, Asiatic 
Society of Bengal, Vol. V, No. 10, 1909) (Photo, No. 3523). 


39. The inscription states, as said above, that the temple was constructed 
by Allata in V, E. 1013 = A, D. 956. We have been informed who this Allata 
is, There was a devout worshipper of the god Uttaresvara named ViSvaripa, 
who was of Paftcharthalakulamndya, which Prof. Kielhorn took to be equi- 
valent to Paiiehdrthala-kul-admnaya. The mame Paficharthala consequently 
puzzled him, and he somehow or other explained it by saying that it was the 
same thing as Paficharthika, But this isa mistake, The. expression must be 
understood to stand for Pafichartha-Lakul-amnaya. Visvaripa was thus an 
ascetic of the Lakuliga-Pagupata sect. J have elsewhere shewn that the phrase 
Lakul-amndaya occurs in Mysore inscriptions, and the word Pafchartha, which 
_Is conjoined thereto, is a technical term to the philosophy of this sect and has 
been explained by Sayana in his Sarradaréana-samgraha in the section dealing 
with Loakulisa-Pasupata-dariana, Viévaripa’s pupil was Pragasta, and the 
latter's disciple was Bhivarakta aliag Allata. He is said to have originally 
belonged to a Brahmana family called Vargatika residing at Ranapallika, 
which Is one of as his Samsdérika-kul-amnaya. Ranapallika has been rightly 
identified by Kielhorn with Ranoli, 7 miles east of Haras. But the Sanskrit 
expression has been misconstrued by him. For he takes it to mean * Where 
the hereditary doctrine is that of the Sarnsirikas,” whereas what it really means 
is that his Samsdrika or wordly, as opposed to his spiritual, family was at 
Ranoli, There is thus no reference hers to a sect called Samsarikas, as 
Kielhorn supposes, Allata was alive when the temple was constructed in 
A. D. 956, In fact, it was he who built the temple with the wealth received 
from the pious people. Allata died in V. E, 1027= A. D. 970, and was 
succeeded by his pupil Bhavadyota, It was in his time in V. E. 1030 = A. D, 973, 
that the inscription was put up. In verse 27 we are informed that Harsha 
was the tutelary goddess of the Chahamana family, It is, therefore, no wonder 
that many of the grants made to this god, which are recorded at the end of the 
epigraph, were made by the Chahamana kings. The inscription refers itself to 
the reign of Vigraharaja, but bis father Sirnharaja was alive when the temple itself 
was erected. It is on this supposition only that his grant of two villages to the 
god Harsha becomes intelligible. Professor Kielhorn has done full justice to 
the account of the Chahamana family given in the inscription except in oue 
point, The first prince mentioned ig Guvaka I, who in the record is stated to 
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have been looked upon as 4 hero in the assembly of the king Nagavaloka, At 
the time of editing it, he did not take Nagavaloka as one name, and supposed 
that the king wasa Naga prince, This mistake he afterwards corrected, but 
was not able to suggest whu this sovereign was, I think, in the first place, — 
that this Nagivaloka is identical with the prince of that name mentioned in the 
Pathari inscription of A. D, 861, and secondly that he was the same as 
Nagabhata, son of Vatsaraja, of the imperial Pratihara dynasty. This: point 
will be made clear in a separate paper which I mean shortly to write. 


_ 40... The or see informs us that the temple was built by the siifradhara 
Chandasiva, son of Virabhadra, The same thing is told in a short inscription 
of three lines on a piece of column in the hall immediately in front of the shrine 
(Inser, No. 2515). In tact, this column is made of three different pieces, and does 
not representa single whole original pillar of the sabhamandapa. Other columns 
and the shrine also shew that the temple was at some time rebuilt. Another 
small inscription on a pillar begins with the date savivat 1535 varshe Ashadha 
audi 6, refers itself to the reign of Sulatina Gyasadi, i. ¢., Ghiyas Shah Khalji of 
Malwa, and specifies the names of some masons, such as Udha, Kolha and so forth. © 
The date Samnvat 1535 = A, D. 1478 shews that the temple was reconstructed in 
he second half of the 15th century. 


41, Raghunathgadh is fourteen miles north-east of Sikar and comes under 
the same principality. The place is popularly known 


oo hea as Khoh, because it is situated in a gorge formed by 
two hills. The fort here was built by Devisingh, an old chief of Sikar,—the 


same Devisingh who constructed and after whom was named the fort of 
Devgadh, which is in the vieinity of the Harsha mountain. There are temples 
of Rachunatha both on the fort and in the village below. This is the reason 
why it is called is pat Sey There is an old deserted rebuilt temple of 
Mahadeva in the village (Photo. No. 8826), which was originally not later than 
the 12th century. Not far from the temple is a marble image of Mahisha- 
surmardini (Photo. No, 3527). Near a well not far from the diarmasala is 4 
firthamb. 1t bears an inscription with the date V. E. 1150 and referring itself 
to the reign of a Chandel king, According to local traditions, this part of 
Sekhavati was first held b Chandelis, then by Daliyas, then by Nirvans, then 
by Taknets and lastly by skhavats, Reminiscences of Taknets are atill 
reserved in the sanadg issued by Alakkhanji, son of Narayandasji, but remains 
of earlier times had not so long been discovered, And the firtham} inscription 
is the first record so far found of this earlier period, and shews that the local 
traditions are correct in saying that this land was once possessed by the 
Chandel Rajputs. 

42, Eight miles from Raghunathgadh and ten miles south-west of Udepur 
ie ig Lohagar, a place of great sanctity in Sekhavati. 
LOHAGAR. | ‘s ate gee ME eae 

There are two mahaftmyas connected with this place, 
One is called Padma-purane Lohargala-shatlirtha-mahatmyam and the other 
Saroddhare Lohargala-mahatmyam. The latter is important, and has been 
ublished. I calls the place by the name of Lohargala, and tells us that this 
is the name of the mountain and that it was so called because it stood like lofa 
(iron) as an argala (bar). Lohargala, however, as it is understood by the 
people, is the name of the firtha here, the mountain itself being called Malket. 
In the ma@hafmya also the true name of the mountain given is Malaketu, son ot 
Sailendra who was himself a son of Himalaya. There is actually a temple here 
on the top ofa hill dedicated to this Malket, where he 1s represented to be 
seated and with two hands, one holding a rosary and the other left open. In 
the ma@hafmya it is also stated that after slaughtering the Kauravas, the 
Pandavas, in order to free themselves from the sin of gotra-hatyd so committed, 
went out in search of firthas. They had been told by Narada that when the 
mace of Bhima would become druta (liquified), they were to suppose that their 
sins were washed off. So in the course of their pilgrimage they came here, 
‘and the mace of Bhima became liquid at the touch of the water of a well, which 
has since been known as gydu-kurc. This mace was of iron, #.@., loa, and it 
was liquified, # ¢., gal gaya, Lohagal was, therefore, the name by which, 
according to the popular account, the place became known, 
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43, Fairs are held here twice a year—once on Paisdkha sud Pinima and 
another time Bhadvaé tad Amdvas. The second is more important, and the 
pilgrims who come are expected to make a parkamma or circaumambulation 
round the mountain. They first come to Lohagar on the 10th or 11th of the 
dark half of Bhadrapada. They commence bathing in Sirya kwnda, then bathe 
in Chitravati-Ganea, a small kenda behind it at the foot ofa hill, and atterwards 
in Brahmahrada near gydnkuead, Then they go to the Triveni, consisting of the 
junction of the three rivers Karkotakaé, Samdhya, and Sarkara, and bathe there. 
Thence they repair to the village Kerodi, where they bathe in two kundas, one 
of hot and the other of cold water. From there they go to Sakrai, bathe in the 

rkara river, and do obeisance to the goddess Sakambhari. Then they go to 
the river again, and perform ablutions, They afterwards go to Khoh kunda, 
and do worship to Ravanesvara- Mahadeva. From there Naga kunda is reached, 
and from Naga-kunda they go to the river Sobhavatiand thence to Khori kunda. 
At all these places they bathe. From Khori kunda they come back to Sirya 
kunda at Lohagar, where they must be present on the 14th as it is the principal 
lirtha here, The circumambulation thus extends over twenty-four kés, and has 
to be finished in five days at the most, With Lohagar are intimately connected 
the Mahesari, one of the well known bania classes of Rajputana. The history 
of their origin has been told in the Itiidsa Kalpadruma. When Khandela was 
in the possession of the Nirvan (Chohan) Rajpits, a certain king called Khad- 
galasen was once reigning. His son Sujan Kamvar was a convert to Jainism, 
and always prohibited Brahmanas from performing sacrifices. The king, there- 
fore, without specifying any reason, forbade him to go to any place north of the city, 
Once, however, the prince, attended by seventy-two sons of noblemen, did go out 
on a stroll on the north of Khandela, and to his surprise found six sages including 
Gautama engaged in a sacrifice. It then suddenly flashed upon him that this 
was the reason why he had been forbidden to come here, and he at onee ordered 
his companions to put an end to the sacrifice, The moment, however, they 
approached the sages toseize and destroy their sacrificial materials, the latter 
cursed them, and they were all, including the prince himself, converte: into stone, 
On hearing of this, the king of Khandela died, but the wives of those turned into 
stone repaired to the place, and commenced performing religious austerities in an 
adjoining cavern. After a time Mahadeva and Parvati happened to pass by 
that place. They all came out, and fell at their feet, Through the intercession 
of Parvati, Mahadeva restored their husbands to their original life, but the 
weapons which they originally had with them stuck to their bodies, Mahadeva, 
therefore, ordered them to bathe in the Surya kunda, The effect of its water 
was such that the weapons were separated from their bodies, but they had also 
been well-nigh dissolved and were consequently unfit for any use, Mahadeva, 
therefore, asked them to exchange their martial for commercial pursuits, 
Hence their descendants, whe were Mahesaris, became traders and merchants, 


4%, From Raghunathgadh I proceeded to Sakrai, which is twenty miles 
SAKRAI. distant eid Udepur. It is the same Sakrai that is refer- 
aise red toabove in the deseription of the cireumambulation 
which pilgrims make round the range of hills knownas Malket, Hereisa temple 
of Sakambhari situated in the midst of one of the thickest jungles of Sekhavati 
and standing by a rivulet called Sarkara, after which the place is named Sakrai, 
The outside walls of the shrine are dvubtless old, and cannot be later than the 
second half of the eighth century. But no other portion of the ancient temple 
now survives, except two or three pillars (Photo, Xo. $528). Ina corridor wall 
of the front entrance has been stuck an inscription which ends with the date 
Sashvat 879 dvir-Ashadha-sudi (Inscr, No. 2517), The reading of the first cipher 
of the date, »’z., 8, is certain, but Iam by no means sure regarding the two follow- 
ing ciphers, as they are entirely new and not known to us from previous records, 


The inscription pede the erection of a mandapa by certain goshthikas in front 


of the goddess ra, This, no doubt, appears to be the correct and origit 
name of the goddess, and not Sakambhari ‘be which she Aegis i aa 


~ One of the goshthikas, i. e., members of the temple supervision committee, was 


the Sreshthi Mandana of the Dhisara family. The surname Dhisara is still well- 


known in the Jaipur State, but persons bearing this surname call themselves’ 


Bhargava Brahmanas, though they are suspected by the people to have been 
originally banias. But the popular suspicion, I think, is shewn to be @ fact 


= 


BT 


by our inscription, for Mandana Dhiisara is called a Sreshtht, i. ¢., Set or Seth, 
which title is borne by none but the bania class. Another gosthika of the 
temple was the Sreshfhi Garga of the Dharkkata family, I have shewn 
elsewhere that the name Dharkkata has survived in the slightly altered form 
Dhakad, a sub-division of the Osvals, Curiously enough, the initial portion of 
this inscription is also worth pondering over, It invokes the blessings of three 
deities, first of Ganapati, next of Chandika, and lastly of Dhanada, i. ¢., Kubera. 
It is worthy of note that here Chandika is placed between Ganapati and Kubera, 
and no doubt reminds one of the figures on the pedestal of the shrine of 
Piplad mata in Osii. Of these last the central figure isthat of Mahishasura- 
mardini, a form of Chandika, and she is flanked by Kubera and Ganapati on the 
right and left soe env When I was at the temple in Sakrai, I was not 

owed to go into the shrine and inspect. the images, which were well-nigh 
concealed under garments, but I was simply told that.the goddess was 
Mahishaisuramardini, and had none by her sides. 

45, ‘There is yet another old inscription which also requires to be noticed, 
though briefly (Inscr. No. 2518). It is engraved on a slab which is somewhat 
mutilated, and which, what is worse, is coated with a whitewash, with the result 
that many letters have thus become illegible, The slab is now placed in the principal 
niche of the exterior of the shrine facing the north, Andasacattle-pen has been 
put up against the north wall of the temple, the inscription stone is practically 
in the dark. It is, therefore, no easy task to read this inscription, It apparently 
refers itself to the reign of the Chahavana king Vigraharaja, and records that 
Dayika, queen of Vachchharaja, ¢. ¢,, no dou bt of Vatsaraja, uncle of Vigraharaja, 
as we know from the Harsha inscription, repaired the temple of Sankara-devi, 
which was situated in a brihad-droni, i. ¢., in a large valley between two 
mountains. This is, no doubt, the case with the temple, as it is. The inscrip- 
tion ends with the date Sareatsara 55 Magha Sudi 5. It is indeed curious 
that the date is here specified with the hundreds omitted. But we know from 
the Harsha inseription that Vigraharaja was living in V. E, 1030. The full date 
of our record, must, therefore, be 1055, 

46, Fourteen miles i the south-east of agate el arte wie Earned 

rd TES two jahagirdars, It is also twelve miles north-west 
| tar aig o Sri: Madhopur, a railway station on the Rebhari- 
Phulera chord line. Khandela possesses a distinct celebrity for being the cradle 
of a class of Brahmanas and also traders called Khandelval. But now there is 
only one house of Khandelval Brahmanas and thirty of Khandelval mahajans, 
It is said that no less than 750 bahels (two-wheeled carts for ladies of high 
family), to use the local phrase, left off the place nearly 800 years ago to escape 
the persecution of some Muhammadan emperor, whose name is not known. 
Similarly 350 ¢ankie or stone-cutters left off, and the present well known stone 
cutters at Makrana and Didwana are believed to be their descendants, 

47, The only objects of antiquity that now survive here are’(1) the temple 
of KhandeSvara-Mahadeva, (2) a Sravgi temple, (3) Munji-ki-mandar and 
(4) some old wells, The first, though doubtless called after the source from which 
the name Khandela is derived, is really a modern temple built of old materials 
(Photo. No. 3530). The second temple is doubtless old, but is dilapidated 
(Photo, No. 3529). Nothing of it has been preserved which js characteristically 
Jaina, and it is, therefore, inexplicable why it is called a Sravgi temple. It 
cannot be later than the tenth century. ith regard to the third temple 
Munji the nawe of the god, to whom it 1s dedicated, is really an abbreviated 
form of Mohanji, He had at first a spacious bar he erected for him, but it was 
demolished and converted into a mosque by the Muhammadans, This mosque 
is now close by the palace of the Bada-Thikandwala, When his temple was 
destroyed, Munji, it is said, was pleased to come of himself and stay in the 

vesent place, though the latter, as admitted by all, was a Srivgi temple. The 
image of Munji is not in the shrine proper, but in a niche of the sabhamendapa 
close beside the shrine door, Outside the sabhamandapa are two images, one 
of Seshagayi and the other of Kubera, whose he: however, broken off 
(Photos. Nos, 3533-3534). ‘These are loose images and were oo) ge ra 
‘om elsewhere. Kubera holds in his right hand_a drinking pot and in his left 
svhat is commonly supposed to be a money-bag. Might this last be a wine flask ? 
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48. According to local traditions, old Khandela was situated near the foot of 
the hill to the west of the present town. But no ancient structure is now existent 
there. Sculptures of the temples, that once stood here, may, however, be seen 
built in some wells known as Udavla, Ramkuvali and so forth (Photo 
No. 3532). But the well called Chintaman-ka-kued is sup osed to be the most 
ancient, It is said to have been built by a king named Chintimani, who had 
received a boon from a saint in accordance with which whatever he wished for 
was at one actualised. Khandelé was also once held by a Sekhawat called 
Raysalji, who flourished before V. E, 1600. He had a queen, who was the 
daughter of the chief of Jalor, She was thus a Sonagari, and consequently 
the step-well built by her is now known as Sonagri-ki-bay (Photo, No, 3531). 


49. Old sculptures of medimyal times are found everywhere in and outside 
the town of Khandela. But of these that are noteworthy one is lying loose in the 
temple of Kisandevji outside Khandelé (Photo. No, 3537), another is built into 
the wall of Paicko-ki-that (Photo, No. 3536), and a third is on the steps leading 
to Narsifigji’s temple (Photo, No, 3535), This last piece is interesting. The 
principal and central figures are a man and his wife, most probably some king 
and queen, as there is a nimbug behind the head of each. The piece, in all 
likelihood, originally belonged to some temple built by them. But it must have 
been a Jaina fane, as shewn by the figure of a Jina with which the sculpture is 
surmounted, The lowermost part is occupied by a group of seven persons who 
no doubt at first sight appear to be Saptamatri but are not so, as a matter of 
fact, because they are clearly males, 
50, Four miles to the north of Khanela is Saladdipura, a village. owned! by 
i=} the Chhoté-pdna. About a mile from the village is an 
rhein eae old temple of about the twelfth century, believed to have 
been built for the spiritual merit of the two sisters Sobhal-de and Abal-de. 
They were the daughters of the Chohin sovereign Visala, They had gone on 
pilgrimage to Lohagar, disguised as males. But they were seen and detected 


by the prince of the chief of Soler, the old name of Saladdipura, Both fell in 


love with the prince, and were taken off by him to Soler. Thereupon Visala, 
being enraged, marched off to attack the chief. He encamped at a place now 
known as Bisalo-jodd (tank of Visala), The chief and his son were killed in a 
well-pitched battle, and the daughters of Visala died as, satis. And in their 
memory, it is said, the temple was erected by the penitent father, 


61, The temple faces the east. Abovethe shrinedoor on the dedicatory block 
is Siva standing with four hands, two playing on the guitar, one night holding 
the trident and one left a snake, On his proper right at one end is Ganapati 
standing, and on his left is the goddess Vaishnavi. The door jambs are sculptured 
with the remaining Saptamatri. Above on the frieze are the Navagraha, 
Inside the shrine is now placed a modern image, the original having dis- 
+ eaesby This modern image is of Jamai mafd, the tutelary goddess of the 
Sekhawats. ‘The exterior of the shrine contains three central niches, one on 
each side, That on the north face is occupied by Varahi, with six hands. The 
lowermost right hand is left open; the one above it holds a dagger and the 
uppermost a trident, The lowermost left hand bears a skall-crowned mace, and 
the middle a bowl; the uppermost apparently clutching her own hair (Photo. 
No. 3539). In the southern niche is Chimunda, who is always represented as 
a hag with breasts fallen, She has eight hands, bearing, to begin with the 
lowermost right hand (dakshin-ddhah-kara-kramdt), (1) a rosary, (2) a dagger, 
(3) a bowl, (4) a drum, (5) a snake, (6) restiog on her breast with one finger in 
the mouth, (7) a human skull and (8) a skull-crowned mace respectively. The 
remaining, é, e., the back, niche also contains the figure of a goddess with eight 
hands, Of the left four, the lowermost is open, the second wields a dagger 
and the third a trident, the uppermost bearing a drum. The lowermost 
right hand holds a skull-crowned mace, the second a snake, the third some 
unidentifiable object, and the uppermost a bowl (Photo. No, 3538), What is 
curious is that all these goddesses have the man as their pd@hana or vehicle, 
The outside walls of tlie shrine are also decorated with the figures of the dshfa- 
Dikpdélaa or the Eight Regents of the Quarters. Of these Kubera is shewn 
with the ram as his paéhawa 








as we haye seen in the case of the. Harsha temple 
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above; Nir-riti’s véhana here is the man, and not the dog, and besides, he is 
not here sculptured as naked ; Yama is represented with two hands, of which the 
left holds a skull-crowned mace, | 
52, My tour for the last season in the Sekh&vati province and soin the Jaipur 
AJMER. State came to an end, and we prepared ourselves to 
| _ resume our exploration work in the Jodhpur State, 
But before actually going there, I seized this opportunity of visiting Ajmer 
in order to see whether any new additions were made to the Archwological 
Museum there. Till the 2nd of March when I left Ajmer, only three new 
pec bet stones had been received, Of these, two had been brought from 
Pushkar and one from Byana. Of the former, onc was a long stone containing 
an inseription of thirty-one lines (Inser, No. 2519), Itreally records two separate 
grants, one by Malhana, son of Bhatta, and the other bya king named Durearaja. 
The first grant is dated Samoat 982 Magha [sujdi ekadasyai, and consists of a 
portion of a field called Khatakshetra within the precincts of the village Nathda- 
grama on the west of J yeshtha-Pushkara. Jyeshtha-Pushkara is called a fapovana, 
i. e,, a grove in which religious austerities are performed. It is also spoken of 
therein as having been brought into existence by Brahma and as Vishnu- 
dharma-purana, t,e., old in [the practice of] the Vaishnava religion, . It is wor- 
thy of note that Malhana, the donor, is called Pushkara- samanya, i. e., belonging 
to the Pushkar community, Pushkara Brihmanas are at | resent known as 
date of the second grant cannot be propery deciphered, but it is certainly Samvat 
990 something odd, It was made y urgaraja to the same god, ¢. ¢., Pundari- 
kaksha, on the occasion ot a solar eclipse on the new moon day of Phalguna. 
But the nature of his grant is not clear from the inscription. The other 
inscription from Pushkar also appears to be a Vaishnava record (Inscr. No, 2520), 
It commences with obeisance to a god whose name is lostand toSvetadvipa, The 
name of the ended with the letters evara and began with either pa or ya (more 
likely the latter) ; and in all consisted of four letters. The proper left side of 
the stone is completely gone, and the middle portion of what is preserved is 
highly weather-worn. It is a pity that this stone is not we |-preserved, 
because: it et to be an important inscription. In lines 5-6 are mentioned 
“<dhara and his son Vinaditya, who were of the Kautsa gofra. Line 18 
contains a reference to the king Vakpatiraja, who is probably identical with the 
Paramara Vakpati-Mufijarija. In line 21. occurs the name Rudriditya, who 
was a worshipper of Vasudeva. He is perhaps the same as Rudraditya referred 
¢o in line 13. The name of Pushkara is met with in line 23, The third inscrip- 
tion has been engraved on the image of a Jina found at Byana in the Bharatpur 
State (Inser, No. 2521). It bears the date 1051 V. E. = 994 A. D., and says 
that the image was caused to be made in accordance with the instructions of 
sirasena of apparently the Viigata-satagha by the three brothers, Simuhaika 
Yasoraja and Nonnaika. 
JODHPUR STATE. 


53, My tour in Marwar commenced with Phalodi, one mile distant from 
ak ODE. the Merti Ruad.Station on the J odhpur- Bikaner line. 
rhe! Phalodi and all other places I visited upto the end of 

March, are in the Medta (Merta) district of the Jodhpur State. It is 
selebrated for two ancient temples, one of Parévanitha and the other of 
Brahmani. Both are on the outskirts of the village, the first. on the west, and 
- the second on the east, side, The image of Parsvanatha, it is said, was found 
beneath a ker tree, and is composed ofsand, A certain Jaina had given his 
cow to a herdsman for taking out for grazing, But to his sury rize he found 
that the cow, when she returned in the evening, gave no milk. He scolded the 
cowherd several times but to no purpose. Resolved upon ascertaining what the 
fact actually was, he once dogged the ad 0 ofthe herdsman and his cow, He 
watched the cow separating herself stealthi * from the drove and going to the 
fot of a ker tree, There she raised one o her hind legs and lo | milk of itself 
flowed from her udders. Curious to know on what substance the milk fell, he 
approached the tree and found this image of Parsvanatha wet with it. The 
image was removed amidst great rejoicings and enshrined in the present temple, 
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which was specially built for it (Photo, No, 3548). It is thus believed that the | 
image fortned itself from the sand particles and the milk of the cow. Every 
third or fourth year, I was told, some special kind of drugs and spices was 
applied to the image to guard it from the effects of weather. And to minimise 
the effects of moisture, it is always covered with a silver case divided in two 
parts. To these and not to the inside image saffron is applied, and these are 
every day taken out and clean washed, "The image is thus altogether left 
anteuchedl In the month of Asoja (ASvina) a great fair is held, and, since 
the opening of the rail, pilgrims from distant parts of the country flock to this 
ilace, The person, who contributes highest to the maintenance of the g/i 
ie in the shrine, has the right to wave lights before the idol. No less than 
Rs, 1,200 is annually collected from the pilgrims, A portion of this income is 
now being devoted to painting the sabhamandapa, which, however, is a thing 
to be regretted. The finances of the renal tg are controlled by a panch, 
who stay in Medta, and spend the remainder on repairs to the twelve Jaina 
temples there, 


54, In front of the shrine.on each side is a white marble slab curiously 
sculptured. Each has an inscription on it, One of these is dated Samat 1221 
Marggasira sudi 6, and speaks of a gift of Charidaka together with Sri-Chitra- 
kitiya-Silaphata in the temple of Parévanatha in Phalavardhiké (Phalodi), 
The gift was made by the Porvad Ropimuni and bhamddri Dasidha. The 
other inscription bears no date, and records the sculpturing of wtédnapatta by 
Seth Municharidra, The meaning of Chamdaka, silaphata, and uttanapatia 
is unknown to me, Municharidra is spoken of as having also constructed the 
mandapa of the temple, in Naravara, built by Sallakshmata, and as having 
Sate deva-va(ba?) lakah in the temple of Mahavira at Ajayameru (Ajmer). 
[In an antechamber to the sabhdmandapa are placed some sculptures in wall 
niches. Two of these are interesting, They are Saw arana and Nandi- 
Scaradvipa (Photos, Nos, 3549-3550). Their interest lies in the fact that they 
are modern sculptures of them, and are widely different from their old 
representations. 

55, The 9 gebe of this temple are Sevaks as of most Jaina temples, but 
what is wonderful is that they are pujdris of the temple of Brahmanialso, They 
hold some lands as foreairs biel by a Rathod king, but do not remember 
the name of this king. Their ancestor came from Thaliwads, a village not 
far distant. They have now no less than sixty houses here, 


56. The temple of Brahmini faces the east, and appears to be an eleventh 
century structure. In front of it stands a raised daie and a torana as in the 
case of the temple of Harasnath (Photos, Nos. 3545-3546), Here, however, on 
the dois is a broken figure of the lion, that has probably fallen from the original 
sikhara, The exterior of the sabhdmandapa is modern work, but the pillars 
inside are old, The spire of the shrine is new, but the outside walls, ancient 
and plain but for three niches, That facing the north contains Narasimha and 
that on the south, Varaha (Photos, Nos, 3543-3544). The back niche is 
occupied by a goddess with eight hands, six of which are now gone and two 
may now be seen holding a shield and a thunderbolt (Photo, No, 8542), She 
etands between two lions and two female attendants, She represents, I think, 
the Phalavardhika-devi of the inscriptions in the temple, the goddess to whom 
the temple was originally dedicated, The present image of Brahmani is 
modern, and there is nothing in it that stamps it as one of Brahmani, To the 
eouth of this temple and in the close vicinity of it is another, which is rebuilt 
of materials of a somewhat older fane (Photo. Ne, 3541), It also faces the 
east, and has.only three principal niches, containing Kubera, Trivikrama and 
Ganapati on the north, west and south respectively, The parts of the original 
Sikhara, that are preserved, are deeply. carved and cannot be later the. 
tenth century, 

_ 67. The pillars of the hall of the Brahmani temple have many small inscrip- 
tions engraved on them, But excepting perhaps dives. none is in any way 
important or interesting, The earliest, which is without date, commences 
with obeisance to Phalavardhika-devi, and specifies the name of a eitradhara 
palled Sivaravi,-son of Macharavi, grandson of Bhadraditya, and great-crandson 
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of Balhaka. He was a resident of Kachari, which was in Pushkarani, perhaps 
the province of Pushkar (Inscr. No. 9522), Below the inscription is incised the 
name of Sanadha Kapadi. Kapadi, I think, isthe same as the Sanskrit 
karpatika, a mendicant, Another inscription, which is dated Samvat 1465 
varsha Bhadava sudi 6, refers itself to the reign of some Mubhammadan 
emperor simply called here Mugala-saha Patasaha, and says that the 
temple of Phalaka (Phalodi) was repaired by one Dotha, a Guhilata, ¢. ¢., 
Guhilot, The third inscription is entirely in old Marwari, It gives the date 
Sarat 1535 varshe Chaitra sudi pirnimd, and states that the temple was 
rebuilt by three persons, viz., Jaita a Hul, Sata son of Pitha and Harakhu a 
Rathod, Hal is a sub-division of the Guhilot tribe, In fact, the whole of the 
Medta province was once held by the Guhilots as is evidenced by the devlig 
or memorial stones fuund and the traditions current here. 


58, Four miles eee of Nora is Pandukha, which can oe called a 
Joti village only by courtesy, Outside the village is an 
Canes (7) old call built of materials. of old temples. Informa- 
tion had been given to me by Nannuram Brahmabhat of Jodhpur that o@e of 
‘+a outside walls at the entrance contained an inscription slab, The slab was 
there, but the inscription was too weather-worn to be read completely and with 
certainty, It begins with several gods and goddesses, Amongst the latter the 
names of Wadavasini, Parndavakshati, Vachatusha and so forth are utterly 
unknown to me, and they must represent some local deities. The inscription 
then refers itself to the reign of Alavadi, i. e,, Ala-ud-din, of Joginipura, t. ¢., 
Delhi. He had established at Medarmtaka, i. ¢,, Medta, probably as viceroy 
one Tajadi-ali (Taj-ud-din Ali), whose long Persian titles have been given in 
Sanskritised form. Then is given the date sanhvatsara 1358 Vaisakha vadi 6, 
and we are told that a step-well was constructed by one Pithada, son of 
Vighata, a Mathura-Kayastha, near the temple of the goddess Pandavakshati. 
As a matter of fact, there is a small shrine of a goddess in the close neighbour- 
hood of the step-well, but the goddess is called simply mata. Her true 
original name, however, must have been Pandavakshati, after whom the village 
also seems to have been called Pindukha. 


59. Five miles south-east of Pandukha is Medta (Merta), the principal town 
aes. of the district of the same name. The present town 
pipe was founded by Dadhaji, son of Rav Jodhaji in A. D. 
1488, and the memory of this prince is still preserved in the name of a small 
sheet of water called Diadasir, In about A, D, 1556 Ray Maldev wrested it 
from Jaimal Medtia, grandson of Dadha, Subsequently it fell into the hands 
of Akbar, who granted it to Maharaja Strsingh of Jodhpur. But long before 
it was seized by the Rathods, Medta was in existence an | was known by the 
name Medantaka, We have just seen that the Pandukha inscription speaks of 
Medantaka as being the seat of Ala-ud-din’s viceroy. But the earliest 
reference to Medantaka is to be found in the Jodhpur inscription of the 
foudatory Pratihara chieftain Bauka and dated V. &. 894 = A. D, 837. 
Therein | sganene (cirea 700 A, D.), one of his predecessors, is represented to 
have made Medantaka his capital. 

60. Medtéa was thus undoubtedly an old place, but very few objects of 
antiquity are now extant there, In fact, beyond two eleventh-century 6 
and a few sculptures inthe temple of Lakshmi, about a mile to the north-east 
of the town (Photos, Nos. $551-3553), there is hardly anything of the pre- 
Muhammadan period to be seen here. But there are many structures of the 
Mussalman’ times, mostly maajids. Thtee of these were built by, three 
different castes, viz., Mochis shoe-makers), Ghosis (milkmen), and Silivats 
(stone-cutters). The Mochi masjid contains 4 Persian inscription,” which 
actually tells us that it was built by all the Mochis of Medta in H, 1086. 
But the most important of these all is the Jami masjid which 1s situated In 
the bazaar and in the centre of the town, A sanad in connection with it is 
still in the possession of a Muhammadan here. It was issued by Sayyad Alam 
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Ali Khin Bahadur, servant of Mohammad Shah Badshih Gazi, who was a 
great-grandson of Aurangzeb, It was issued to Shih Sayyad Mohammad 
‘Turk, son of Sayyad Mohammad Musa Gilani, in the family of Shah Abdul 
Vahal, son of Sayyad Shah Abdul Kadir Gilani, Vahal was a pir of great 
celebrity in Baghdad, His descendants first came to Nagaur, and thence to 
Medta, Aurangzeb had issued a Asics to Mohammad Turk for the rent of 
the shops of this Jami masjid. But at the time when the sanad was issued, 
the Hakims of Medta had discontinued giving the rent for the use of the 
masjid. Hence it had to be renewed, On the pillars of the masjid itself there 
are two inscriptions, one in Persian and the other in Marwari, but both of the 
same import. They say that it was constructed by Aurangzeb Alamgir, 
that it had fallen into disrepair and the rent of the shops ceased to be sent to 
its custodian, but that in H. 1222 or V. S. 1864 the masjid was repaired by the 
orders of Dhokalsingh Bahadur and the Sardars of Nokoti Marwar and the 
rent was continued to be paid again. 


61. I have already said that there are no less than twelve Jaina temples in 
the town. Though they are modern structures, still the inscriptions contained in 
them are not without interest. Almost all are engraved on the charana-chohi 
or seats of the images of Tirthavikaras. Most of these, it appears, were 
installed in V. E. 1677 = A. D. 1620, One of them, e. 9-5 18 in what is known 
as Chapda-ro mandir. It commences with the date Sarat 1677 Jyeshtha 
vadi 6 Guruvare, when Jahangir was pataséhi or supreme ruler and Sahijaharn, 
i. é., Shah Jehan, was séhiyada or heir-apparent, 1t records the setting up of 
an image of Santinitha by one Asakarana in the temple erected by himself and 
galled. MammAninaye.vitare, He was an Osval and of the Chopada gotra, 
1t is no doubt this surname that accounts for the temple being now called 
Chopda-ro mandir, His wife’s name was Ajaiba-de, a rather curious name, 
derived from the Persian word qjab, wonderful, Asakarana had been joined in 
this beuefaction by several of his relatives, whose names have been specified, 
He had earned the tilaka or forehead mark of Satighapati, i. e., the Sandor. of a 
saiigha, by orgsniring pigrimages to Arbuda (Abi) and Vimalachala 
(Satrufijaya), and celebrated the Narhdi festival in connection with the Stiripada 
conferred upon Jinaraja, What this Nandi festival was I do not know. But 


itis mentioned no less than three times in the Satrufjaya inscriptions, in 
editing which Dr. Bithler, however, wrongly supposed it to be Rapanandi, instead 
of Nandi, The image was installed by Jinarajasiri of the Kharatara gachchha, 
in conjunction with Acharya Jinasigara and other jatis. This Jinasagara is no 
doubt the one, who in V, E, 1686 originated the eighth gachchhabheda (Ind. 
Ant, Vol, XI, p. 250, No, 63). Jinaraja is mentioned as the son of Dharma-si 
and Dharala-de and as belonging to the Bohittha family, unquestionably the 
same as Bohottar, an Osval sect. He is also spoken of as having received a 
boon from Ambika, as having consecrated the Satruijay-oddhara, and as 
having caused the image of Parévanitha installed in Bhinavada to pour out 
nectar, The Satrufijaya inscriptions reiterate the first tact, and record that 
the new images, ete,, made in the Kharataravasi Tunk were all consecrated in 
V. E. 1675 by Jinaraja, But nothing is mentioned concerning his miracle at 
Bhanavada. Jinaraija was the pupil and successor of Jinasimha, who is said to 
have received the title of Yugapradhana from the emperor Jehangir. He also 
built eiharas or temples in Kabila (Kabul) and Kashmira, and caused the edict 
of non-slaughter to be proclaimed in Srikara, Sripura (Srinagar) and Garjjinaka 
est Almost the same things are repeated in the Satruiijaya mscriptions, 
ut Biibler, I think, has wrongly read Kathina instead of Kabila, which is the 
same as Kabila, by which Kabul is still known in Marwar, Jinasitmha was the 
pupil and successor of Jinachatadra, on whom, it is said, the title of Yugapradhana 
was conferred by Akbar, | 
62. naka oe the — date as of the last i the same pontiff 
Jinaraja consecrated two other images set up by the same sar hapati 
Asakarana. One of these was of Adisvara, the principal image in ‘herent ple 
called Navo-Mandir. The other way of Ajitanatha in the Patcha-tirthiyaro 
mandir. The inscription on the latter image gives us additional information 
about Jinachamdrasiri. He caused the edict of non-slaughter to be annually 
promulgated during the periods of Ashidhika and Shanmasika, saved the lives 


of fish and other aquatic animals in the sea near Stambhatirtha, i. ¢, Cambay, 
and caused the tax at Satruiijaya and other places to be discontinued, He is 
_ also called parcha-nadi-pira-sadhaka, the meaning of which is not clear to me. 
In the consecration of this last Tirthahkara, we are told, Jinaraja had been 
assisted by upadhydya Samayaraja, edchakag Hathsapramoda, Samayasundara 
and Punyapradhana, Of these Sitiayariga was a pupil of Jinachandra, and 
Samayasundara the preceptor of Harshanandana, A fourth inscription 1s 
lated Sasheat 1659 carshe Maha audi 5 dine Sukrarare, and refers itself to the 





re 
record of this gachchha here has the date 1507 V. E., and speaks of an image of 
Santinatha as being installed by Jinabhadra and Jinasigara,- The names of the, 
Tapagachchha pontiffs are also not wanting. Thus one inscription begins with 
the date Sam. 1653 varshe Vai, Su. 4 Bude, and records the setting up 
of the image of Santinatha by one Padama-si of the Gidahia gotra, sae the 
installation thereof by Vijayasenasiri of the Tapagachchha. Inscriptions of the 
time of his pupil Vijayadevasiri are dated V, E. 1677-1687. The earliest 
record of this gees a refers to the consecration of an image of Sumatinatha 
by Hemavimalasiri, and bears the date Samoat 1569 varshe Magha sudi IS. 


63. In the Sojatié gate at Medta is an inscription stone, built into the wall, 
but which originally belonged to Phalodi. It is dated Sanoat 1405 varshe 
Kartika sudi 11 Ravi-dine, and refers itself to the reign of Rina Karama-si, 
son of Rana Guhilauta Medada, Karama-si then ordains that the pujaris of 
the temples of both Phalaudbi Speen and Parévanatha were only 
those Brahmanas, who were descended from Lokegvara, In my description of 
Phalodi I have stated that both the temples have the same pujaris, who are of 
the Sevak Brahmana easte. They still remember their ancestor Lokeévara, 
who was originally at Jhalivadi. This inscription also shews that the territory 
round about Phalodi was originally in the possession of the Guhilots. 


6%  Medta is famous for small lakes, They are mostly on the eastern and 
western faces of the town, such as Miita-Nadi, Jethani, Dangolai, Kundala and 
Bepcha. On the borders of this last is an old pleasant garden with some 
Muhammadan structures. On the bund of the Dangolai is a tomb of 
De Bourbon, a Frenchman, captain of infantry, wounded in the service of 
Maharaja Scindia on the 11th September 1790 and died in consequence on the 
18th idem, aged sixty-one. The inscription is in French on a white marble 
slab. This battle was fought near Medta in A. D. 1790 between the Marathas 
and the Rathods, 


ign of Suryasimha, i. e., the Rathod Raja Soor of Jodhpur, But the earliest 
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Central Provinces. 
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